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Roanoke-Chowan Community College is an affirmative action/equal opportunity institution. The college does not 
discriminate against students in admission to or access to the College’s programs and activities on the basis of race, 
color, gender, creed, age, disability, marital status, sexual orientation, veteran status, national or ethnic origin, or 
political affiliation. Nor does the College discriminate against faculty and staff or individuals interested in 
employment at the College as stipulated above. The College also is committed to maintaining an environment free 
from sexual harassment and retaliation. 


Roanoke-Chowan Community College supports the protection available to members of its community under all 
applicable Federal laws, including Title HI of the Americans with Disabilities Act, Titles VI and VII of the Civil 
Rights Act of 1964, Title [X of the Education Amendments of 1972, Sections 799A and 845 of the Public Health 
Service Act, the Equal Pay and Age Discrimination Acts, the Rehabilitation Act of 1973, and Executive Order 
11246. Students having questions about these provisions should contact: 


Dean of Student Development Services 
Roanoke-Chowan Community College 
New Student Center—Room 111-F 
109 Community College Road 
Ahoskie, NC 27910-9522 
252-862-1200 


Hmployees or other non-students having questions concerns the above-mentioned provision should contact: 


Human Resources Office 
Roanoke-Chowan Community College 
109 Community College Road 
Ahoskie, NC 27910-9522 
252-862-1282 
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- Roanoke-Chowan Community College issues this catalog to provide students and other interested individuals with 
information about the College and its programs. Information provided is subject to change after catalog publication. 
| The provisions of this catalog are not to be regarded as an irrevocable contract between students and the College. 
The College reserves the right to change provisions, requirements, programs, courses, fees, etc. as and when 
deemed necessary. It is the student’s responsibility to read and be familiar with policies and procedures that relate to 
| their enrollment while attending the College. 





PRESIDENT’S MESSAGE 








Greetings: 


We are delighted that you have selected Roanoke-Chowan Community College to meet your continuous educational and 
workforce training needs. As your seventh President I pledge to do everything that I can to help the college and this 
community grow to its full potential. 


Roanoke-Chowan Community College provides high quality academic and workforce training programs that lead to 
well-paying jobs and a good quality of life. Our trustees, administration and faculty envision R-CCC becoming a world- 
class institution playing a pivotal role in increasing the regional job skills level, drawing new companies, and increasing 
che number of available jobs in and around our college service area. 


in order for R-CCC to grow and achieve the vision we have for it, we must work together. I will need you to enroll and 
encourage others to do the same in one of our 21 different curriculum programs. There are also many course offerings in 
17 program areas taught our Continuing Education Department designed for skill improvement or fulfillment. I ask you 
to also give us meaningful feedback on your experiences to enable us to continuously improve on our programs and 
services. It would also be beneficial for you to connect with the Alumni program so that we can keep you informed of 
our college progress. Furthermore, the college needs you as a partner who is willing to contribute annually to our College 
Foundation to help build appropriate financial resources for student scholarships and worthwhile initiatives to help meet 
the needs of the community we serve. 


Working together we can accomplish anything. Again, I am delighted to be here in Northeast Carolina at Roanoke- 
Chowan Community College where lives are changed every day. Catch the WAVE and join us. 


Yours in service, 
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Michael A Elam, Ed.D. 


President 
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Accreditation 

Roanoke-Chowan Community College is accredited by the Southern Association of Colleges and Schools 
Commission on Colleges (GSACSCOC) to award associate degrees, diplomas, and certificates. Contact the 
Commission on Colleges at 1866 Southern Lane, Decatur, Georgia 30033-4097 or call 404-679-4500 for questions 
about the accreditation of Roanoke-Chowan Community College. 


The Associate Degree Nursing program also is approved by the North Carolina Board of Nursing, the 
Cosmetology program by the North Carolina State Board of Cosmetic Arts. The College also is approved by the 
State Approving Agency to assist students eligible for veteran benefits. 
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MISSION 


To provide world-class life-long educational and workforce training in order to meet the emerging needs of the 
community and to improve the quality of life for the students we serve. 


VISION 


Roanoke-Chowan Community College will be a world-class educational institution positively changing the lives of 
those served. 


VALUES 


R-CCC employees value student success, high quality instruction and service, innovation, access, social awareness, 
fairness, respect, accountability, equity, and community development. 


INSTITUTIONAL GOALS 


Committed to achieving its Mission, Roanoke-Chowan Community College has developed a strategic 
action plan founded on its Institutional Goals. To achieve its mission, the College will: 


IG#1 STUDENTS: Provide resources and services to meet the academic, economic, social, career and leadership 
needs of a diverse student population. 


IG#2 EDUCATIONAL PROGRAMS: Provide high quality and accessible learning using traditional and non- 


traditional educational settings, technology and emerging programs which respond to a changing job market and 
industrial growth. 


IG#3 FACULTY: Provide excellence in student-centered teaching, incorporation of best practices in technology, 
student engagement, and active learning teaching strategies. 


IG#4 STAFF: Employ a staff that demonstrates commitment to the College’s mission with an emphasis on 


customer service and professional development. 


IG#5 FINANCE: Administer efficient, productive and responsible use of all available resources through a 
comprehensive planning and management system. 


IG#6 FACILITIES: Plan, achieve, and maintain a systematic maintenance service that provides facilities for 
programs and future expansion. 


IG#7 SAFETY AND SECURITY: Provide a safe physical environment in which the college community may 
pursue educational and workplace goals and activities. 


IG#8 INSTITUTIONAL ADVANCEMENT: Continuously improve the effectiveness of the College by 
engaging all College stakeholders in appropriate planning, research, marketing, and resource development. 


IG#9 COMMUNITY DEVELOPMENT: Offer programs and services that meet economic, social, and 
personal development needs of the community. 


IG#10 TECHNOLOGY: Provide an infrastructure capable of utilizing current technology that increases student 


achievement in academic and career goals, employee productivity, and community services. 


IG#11 WORKFORCE DEVELOPMENT: Develop and implement programs and services that support 
economic growth and employment. 


IG#12 PROFESSIONAL DEVELOPMENT: Provide high quality and cutting edge professional development 
opportunities for faculty and staff. 


GENE Leb DUGRIION COMPEALENCIES 


As a result of curriculum enrollment at Roanoke-Chowan Community College, students will be able to: 


Communicate effectively in oral and written capacities. 

Utilize appropriate technology skills. 

Demonstrate knowledge of their roles & responsibilities in a diverse world. 
Apply critical thinking skills enabling them to think logically and solve problems. 
Apply quantitative reasoning skills. 
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HISTORY OF THE COLLEGE 


In 1967 an abandoned prison compound located near the Village of Union in Hertford County was purchased. 
Under the leadership of the State Rep. Roberts H. Jernigan, Jr., and with the support of Sen. J. J. "Monk" 
Harrington and Rep. Emmett Burden, a fund to establish a two-year, vocational and technical training institution 
was provided by the North Carolina General Assembly. Originally called Roanoke-Chowan Technical Institute, the 
institution's name changed to Roanoke-Chowan Technical College in 1981 and to Roanoke-Chowan Community 
College (R-CCC) in 1987. 


After the signing of an agreement by the Hertford County and State Boards of Education, the Hertford County 
Boards of Commissioners and Education jointly appointed the first institutional governing board. Among those 
serving on the board were Representative Jernigan, who served as chair until his death in March 1986, Senator 
Harrington, H. C. Freeland, Hunter Sharp, Jr., George Gibbs, John Robinson, J. L. Faulcon and Garland Barnes. 
Serving as secretary was R. P. Martin. 


J. W. “Jack” Young, Jr. was elected as the first President. A former teacher, coach, and principal in the Hertford 
County School System, Young held the presidency until his retirement in September 1980. He was succeeded by 
five other presidents. 


Dr. Edward H. Wilson, Jr. led the institution from 1981 until 1983, followed by Dr. David W. Sink, Jr. from 1984- 
1987. In 1987 Dr. Harold E. Mitchell who had served the school as a faculty member and later in an administrative 
capacity took the reigns as the school’s fourth president. Mitchell served until 2000 and was followed by Dr. Mary 
C. Wyatt. Wyatt’s tenure was between the years of 2001 to 2005. Dr. Ralph G. Soney setved as the sixth president 
from 2005-2012. 


On June 17, 2013 Dr. Michael Elam became the College’s seventh President. Dr. Elam, an experienced and 
qualified educational administrator had served as the System Vice President for Strategic Initiatives for the 
Louisiana Community and Technical College System. He was the sixth President at the College of the Mainland, 
and served in numerous leadership roles at university and community college levels. 


Roanoke-Chowan Community College is currently situated on a 41-acre tract of land and has seven buildings 
which house instructional space and various administrative functions. A seven-acre Arboretum/Environmental 
Science Outdoor Laboratory is also part of the campus. It has been designated as a Project WILD Education Site 
by the NC Wildlife Resources Commission. The site is open to the public for self-guided tours and over the years 
has been used for instruction as part of curricular and continuing education classrooms. 


The College currently has about 20 curricular programs in which students may seek degrees, diplomas and short 
term skills-based certificates. Most recently the College has added an Associate of Fine Arts Degree in Visual Arts, 
in addition to diplomas in high-demand occupational training in Building Construction, Plumbing and other 
construction-related technologies. 


The College also has taken greater strides to provide transfer opportunities for students to pursue higher-level 
degrees. These efforts include the addition of the Hertford County Early College, which is located on the College’s 
campus. Through the North Carolina Community College System, a formal transfer agreement has been 
established with the 16-member University of North Carolina System, as well as with a variety of private colleges. 


In addition to conventional classroom instruction, the College has expanded its distance learning studies to include 
Internet-based courses. It has increased efforts with area school systems to provide more opportunities for high 
school students to take college courses, either on the R-CCC campus or at their respective high schools. Greater 
focus also has been placed on meeting the existing and future workforce needs of area business and industry 
through the Division of Continuing Education and Workforce Development. 
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The Continuing Education & Workforce Development Division also has continued to meet business needs by 
setting up basic or occupation-related classes within local industries as well as developing Focused Industrial 
Training (FIT) opportunities. Its Small Business component works on a one-to-one basis with individuals and 
small companies wanting to start and/or enhance a small business enterprise. 


Roanoke-Chowan Community College has a strong tradition of building from the past and improving the present 
as it moves towatd meeting the needs of tomorrow. Further, while the College is proud of its past, it realizes that 
its longevity is merely a stepping stone to the future. 


ROANOKE-CHOWAN COMMUNITY COLLEGE FOUNDATION 


In an effort to increase funding for both academic and community programs, Roanoke- Chowan Technical 
Institute created an independent foundation on February 17, 1975. Led by Robert H. Jernigan, Jr. and H.C. 
Freeland, two prominent members of the Ahoskie area, the Roanoke-Chowan Technical Institute Foundation 
began raising money to be used for student scholarships. The Foundation’s original board consisted of 40 
members who represented Hertford, Bertie, and Northampton counties. 


In 1985, the by-laws were amended to create the name The Roanoke-Chowan Technical College Foundation, 
reflecting a change in the name and mission of the College. By this time, the foundation was providing 
emergency loans for tuition and books to needy students. A number of annual scholarships were also created. 
These included the Freeman Scholarship, named for Julian P. Freeman; the Jernigan Scholarship, named for 
Roberts Jernigan, one of the original founders of the foundation; the Jack Young Scholarship, created to 
honor the college’s first president; and the Sylvia Flack Hunt Scholarship, established by nursing alumni in 
honor of the program’s founder, Sylvia Flack Hunt. The foundation was also supporting an annual Spring 
Gala fund raiser for the community. By 1987, the foundation had launched its first comprehensive fund drive, 
Project 660. Although the project did not reach its goal of $660,000, it did raise money for student 
scholarships; equipment for the Automotive, Welding, and Light Construction programs; and library 
acquisitions. To oversee the day-to-day operations of the foundation, Margaret Freeman was hired as its first 
executive director. 


In 1990, the foundation once again changed its name to mirror the name change of the college. On May 24 of 
that year, it became the Roanoke-Chowan Community College Foundation. Today the foundation continues 
to offer scholarships and funding for special projects requested by the College. 


Scholarships (See Student Development Services/Financial Aid for more information.) 


= Roberts H. Jernigan, Jr. Scholarship 

® Julian P. Freeman Scholarship 

" Freeman Family Scholarship 

" Harold E. Mitchell Scholarship 

* John W. “Jack” Young, Jr. Scholarship 

" Hugh C. Freeland Scholarship 

# James Irvin Alexander Scholarship 

*" DuPont L. Davis Scholarship 

" Hertford County Commissioners’ Scholarship 

* Northampton County Farm Bureau Scholarship 


OPERATING HOURS 


Normal operating hours are 8:00 a.m. to 10:00 p.m. Monday through Thursday and 8:00 a.m. to 5:00 p.m. on 
Friday. Patrolled by county law enforcement authorities, the College does not permit unauthorized personnel 


and/or vehicles on its property nor does it assume responsibility for accidents, injuries, or damages that might be 
incurred. 





COLLEGE CLOSINGS 


The College will remain open as scheduled unless the following emergencies exist: 


e Adverse or severe weather that would prevent students and employees from traveling or that would 
prevent normal operation of the College. 

e Quarantines or epidemics declared by medical authorities for public health purposes. 

e Critical power or utilities failure that would prevent normal operation of the College. 

e Declared national or state emergencies or restrictions imposed by civil authorities. 

e Other contingencies, such as fire. 


Announcements of closings will be made to the appropriate media. Personnel and students are encouraged not to 
call media or automatically assume that the College will be closed if no announcement has been made. Other 
public and private school closings in Hertford and surrounding counties do not mean that the College is or will be 
closed. 


CAMPUS SECURITY ACT 


In 1990, The Campus Security Act was signed into law. The implications of the law affect, to some extent, all 
postsecondary institutions. More importantly it involves the entire campus community, not just the campus 
security department in responding to crime incidents that occur on campus. 


In 1998, the Campus Security Act was amended and renamed the Jeanne Clery Disclosure of Campus Security 
Policy and Campus Crime Statistics Act. The Act requires R-CCC to prepare and distribute to all current faculty, 
staff, and students an annual report which sets forth our policies on crime prevention issues and provide statistics 
on the number of specific, violent crimes (murder and non-negligent manslaughter and negligent manslaughter, 
forcible and non-forcible sexual offenses, robbery, aggravated assault, burglary, arson, motor vehicle thefts, and 
hate crimes) which have occurred on campus and also the number of arrests on campus for liquor law violations, 
drug use violations, and weapons possession. 


The annual report is available at the campus security department located in the Student Center. 


Employees and students play a major role in the success of crime prevention programs by taking individual 
precautionary steps to avoid becoming a crime victim, as well as by working together as a campus community. 
Known or suspected violations of federal and state laws occurring on campus should be reported to Campus 
Security. Criminal incidents occurring at off-campus, college-sponsored activities should be reported to the 
Campus Security and the law enforcement agency having jurisdiction. 


Campus security is comprised of authorized Hertford County deputy sheriffs and non-sworn employees without 
authority granted by NCGS 74-A. As required by the provisions of this act, the following is provided: 


2012 2013 2014 

Offenses Reported 
Murder/Non-negligent manslaughter 0 0 0 
Negligent manslaughter 0 0 0 
Sex offenses — Forcible 1 0 0 
Sex offences — Non-Forcible 0 0 Og 
Rape 0 0 0 
Robbery 0 0 0 
Aggravated Assault 0 0 0 
Burglary 0 0 0 
Motor Vehicle Theft 0 0 0 
Domestic Violence 0 0 0 
Dating Violence 0 0 0 
Stalking 0 0 0 
Arrests Initiated for the following: 

Liquor Law Violations 0 0 0 

Drug Abuse Violations _ 0 0 0 

Weapons Possession 1 0 0 


PERFORMANCE MEASURES 


The Performance Measures for Student Success Report is the North Carolina Community College System’s major 
accountability document. This annual performance teport is based on data compiled from the previous year and 
serves to inform colleges and the public on the performance of our 58 community colleges. 


The performance measures goals and baselines are based on three years of historical data (if available) for each 
measure for all of the N.C. community colleges. Baselines were set two standard deviations below the North 
Carolina Community College system average, and the goals were set one standard deviation above the system 
average. These baselines and goals remain static for three years and will be reset in the 2016 Report. The 2013 and 
2014 performance summary for R-CCC as compared to system averages and goals is: 


NCCCS Goal NCCCS Average R-CCC Performance 














Measure 2014 
Basic Skills Progress 5 2 42.0% 14°3% 
GED Pass Rate 82.0% Ts 63.3% 
Developmental English Students 74.9% 64.3% 58.3% 
Subsequent Success in College- 
Level English 
75.4% 63.6% 80% 


Developmental Math Students 
Subsequent Success in College- 
Level Math 


First Year Student Progression 


Curriculum Completion, 
Retention, Transfer Rate 


Licensure Pass Rate 


Transfer Student Performance 





74.6% 


45.6% 





68.3% 


43.0% 











ACADEMIC CALENDAR 2015 — 2016 





Fall 2015 

Professional Development (Faculty and Staff ......cccsescsscsesssscserereneerenesssseenssescesessseneaeeeseenenees August 10, 2015 (M) 
Professional Development - QEP (Faculty Only) ....ccesseseesseeceeteneererenseseassnsseessensesenseseneeesees August 11, 2015 (T) 
Fall 2015 Registration: crt cmtrcte ans ceesentteset o estesgtes eon tsceet theres done 2uan, ccsaivrsscoqeeee santa August 12-13, 2015 (W/TH) 
Faculty Workday <a. tec cssvsqctoseetceesscctvates se, tteraed tt sorsedensene-cach one ctsanse«teesderastansatscsansnesovstuceenstee August 14, 2015 (F) 
First Day to Charge in BOOKStOfe s.iiiscvesscccsssescstntsccesnccerecenecderecsstvdtarscovasvccsvzntsnssuses¢assvonscesoates August 12, 2015 (W) 
Fall: 2015 Vuttion Due Dy 450 pitieetessceceosestocascese ss: soetecseccenetcrccsacacnenscendeaserecsesraruseetaresscs¥a> August 14, 2015 (F) 
(Schedules with unpaid balances will be purged) 

Last Day to Apply for a 100 % Refund for 16-week & First 8-weeks Sessions... August 14, 2015 (F) 
First Day of Class/Semester & First 8-week SeSSiOn ...c.ssesecesesseseesesessssesessensneeseseesenesseneasens August 17, 2015 (M) 
Least Day tO 2.0 terres ee ere Mi er arrrrencect sey extesetsededecnerdeney artnet tacnesacetcnptrerecsscsorstoresioes August 19, 2015 (W) 
10% Point of the Picsee week sess tlle... tence ccc sce csrsterestarvecersegeerscetacs er aepre sears cer. August 20, 2015 (TH) 
Last Day to Apply for a 75% Refund for the First 8-week Session.......csececeseseeseeseess August 20, 2015 (Th) 
Last Day to Charge in Bookstore.........c.sscssceccssscsssessssenroecsonsrersecoscsceetessotecsoevsssnceesserececnssncesneses August 26, 2015 (W) 
Last Day to Apply for a 75% Refund for the 16-week Session.........sscseseseseseseseeeeseeees August 26, 2015 (W) 
10% Pointot thes G=weeksseSsigmrtee eee ceccerces tet sercce scat toreettavce sl se ognnc cet seek ne ter eet ences August 26, 2015 (W) 
Labor Day Holiday (College Closed)......cccssssccserssressscsececsssecsesscsnssscnsscessessscescvorscesosossssccecssnss September 7, 2015 (M) 
Last Day to Withdraw from First 8-week Session to Ensure a Grade of “W” (60%)... September 18, 2015 (F) 
Financial Aid Refund, Gneckspn alle datrrererte ts crcsercdsaisesconessocetcs-oriarecstsstssssracqieroanaestaasrens September 25, 2015 (F) 
May 2016 Prospective Graduate Applications Due ............-sscsscssssenssssesssseescescescessessesssscees October17 2015 Giry 
Last Day of First.8-week SessiOti:csssssscrcneosssercsacnsecnsorcconserossrsssnsontscesssncsrsecnssevasercstsccngeesverasetseresstt October 12, 2015 (M) 
Registration for Second 8-week Session .........sececsecscectecessersenesscsessesncssescessesasoesseescaverscseescees October 12, 2015 (M) 
Last Day to Apply for a 100% Refund for Second 8-week Session —mennmmnnnmemmmnmnnminnn October 12, 2015 (M) 
Charge in Bookstore for Second 8-week SESSION ...........-cssecrecnsreersesrsoneseasensensneeconeeseee October 12-13, 2015 (M/T) 
First Day of Second 8-week Session .....:..ccsscsssecsscesseroecnereceenersseosscssserncastecnsessessscneneasesonecooeeses October 13, 2015 (T) 
Fall Break (No classes i remes setae ct ante res nerceeictscenetses rane tctcehibeertcchcet eierumninitecteaineneeraee October 15-16 (TH/F) 
10% Point of theSecondiS-week Session mr scttee tasrecsrctesnccegscovdes stele deoeny=sesceeontesassseonss cease res October 20, 2015 (T) 
Last Day to Apply for a 75% Refund for Second 8-week Sessio sy emmememnnmenenenennenenenenenen CtODEL 20, 2015 (T) 
Web Registration, G) peti eeeeeee cc eepetre ter eeecrercgeetseetecr ee sesteac tee tec ctoe er dee erie October 21, 2015 (W) 
Advising Petiod for Spring 2016 Begins ..........ssssesereesereesescsserseesssscenssonessssessseensessscacesenonse October 21, 2015 (W) 
Last Day to Withdraw from 16-week Session to Ensure a Grade of “W” (60%)... October 26, 2015 (M) 
Advising Period for Spring 2016 Ends irc sccerce:crcereccrcecasnatasuerseserscseneeneseonaderssesedasonduesaeevecsts November 11, 2015 (W) 


PNGyis ie Mays Tote ei oe CRN Cp CIASSCS) csc reecc rca ccte<tienenncnnnnsnnesuonnsusodscsstncasescnveaesdersedes November 11, 2015 (W) 


TR i ea EO 1 tg pt 2) Lec ceenenemencrane caer vcntnnnn saat vaewsaertnaen heziesnsnenonvesevececave November 12, 2015 (TH) 
Last Day to Withdraw from 2nd 8-week Session to Ensure a Grade of “W” (60%)... November 18, 2015 (W) 
Thanksgiving Holiday (College Closed) ..vssssssssssssussssesssusssesssssssseuusssesenassesesee November 26-27, 2015 (TH/F) 
et Pre Cri ge Litas IY, SOILD Loa ceaccenn nen ocehee Veneers a losectstetarnesietadeledhcostoseenedbocssrsliess December 11, 2015 (F) 


(Schedules with unpaid balances will be purged) 
ere move opine 2 l>ié¢ summer 2015 1 Grades renmemee ECEMbEr 14,2015 (M) 


Dee rot lasses) Semester, Co OECONG O-WEE- SESSION 1... ercsccsctecsesestesseseenssccnssersoneznonses December 14, 2015 (M) 
BPMN enV FZ LN) O00) aeteisieescenees pesos tistoccrsadsacsenssseschcncnscassseostnnsseosseseonssssssonvonsajoysoossnanssveces December 15, 2015 (T) 
Ne OSC) e eres tsrarerssccscsstsnsesvecacasactsonsnssevevonstsoeensssensunnstisuarenstes December 17-31, 2015 
Spring 2016 

eMC eR OS CC tee acest sap asncecpenencatsccutscnnseceoosssdveosdonessnansedaadionssesveveanaes January 1, 2016 (F) 
te wee ocis (Faculty stat Professional Development) ..................scsrmssugrseneenersestzeseees January 4, 2016 (M) 
Bae eee sy NC ee reece ee rose e cares essence senenssenosscioornesooscohoesreesenenceotenstsnsanyeongtocte January 4, 2016 (M) 
AON ee enctencnerrenernesrererrrneecnnrnneennnnnertrrrnersennnnrnstnrhnnnrsanhnh January 5, 2016 (T) 
Me OOK STOLE ri7.-- ss .cseovocssceecerenspscevssecsnseocscecscessesesdavesntoscsrtesencnenereasensigesnceons January 5, 2016 (T) 
Op ty US Dy EDO eT ic scccscecsecssconretcennssnvessesvensonenssransantnnsennnnnnnansertsneonecnssesnsogcoovonsengoeseepe January 6, 2016 (WW) 
(Schedules with unpaid balances will be purged) 

Last Day to Apply for a 100% Refund for 16-week & First 8-weeks Sessions... January 6, 2016 (W) 
RN ee ee eso carne geen tosisssacvevsesseynsnsesesesnshsusnesanenseasedoiess pedseososs January 6, 2016 (W) 
First Day of Class MP SEIMIOSECE OC PULSE EC SES SIOL cscs satesnseosssecesousssassssarssesensvecrosacoascoeotenets January 7, 2016 (TH) 
DN gO ee LAS ee eee esse eee eset Feat oo lass vsscshotahestceaasecanserdtnearsreoeos> January 11, 2016 (M) 
Last Day to Apply for a 75% Refund for the First 8-week Session.......scseseeceeeererereeseeseeeees January 12, 2016 (1) 
TP eee est RGEC ICM Est WCC Sm eS) Verret ae caste er ccrseeeaceaesctsrree peterson crenterntore January 12, 2016 (T) 
Dr. Martin Luther King, Jt. Holiday (College Closed) ............c.cssssssesonrsessssssesserescernenencssseseass January 18, 2016 (M) 
| Dee, DORR i we G lav igre 8Tn 0) 65 Oye es 8y on eerie ae ee January 19, 2016 (T) 
Last Day to Apply for a 75% Refund for the 16-week Session ......ccesseeereeeeretetereseeeeeeneees January 19, 2016 (T) 
iLO cul orkal Rel Qu OAS SERIO as de ee ee eres January 19, 2016 (T) 
Last Day to Withdraw from First 8-week Session to Ensure a Grade of “W” (60%) amm.February 10, 2016 (W) 
Piiiatielal yet LUC tec oity kath CL eemene ts Me Mree ner ieses sss vareniesgescoryez>tsnitnes gasses opacctiea sealers February 19, 2016 (F) 
Last Dav Gt Pitst 6 eel SeslOnl prrnretrctacscisststareres ns ccsacustranssaceovessessuseesasensedeessnssguonssevpocuie tangas March 3, 2016 (TH) 
Registration for Second 8-week Session .......s.sssssssersereesesnesecesnersenseneencccsssassscsseseeneencenenscasaseess March 3, 2016 (TH) 
Last Day to Apply for a 100% Refund for Second 8-week Session mnnnnnnnnnnnnnininmnnnnmnnnnin March 3, 2016 (TH) 
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Charge in Bookstore for Second 8-week Session ......ssessesseeeeseeseeseeseesseneennennenneententeeneesees March 3-4, 2016 (TH/F) 


First Day of Second 8-week Session ....c.scsssesseseeenereessesessessesssesssssnesseaseaneenecneennennecnscancaseascenseess March 4, 2016 (F) 
Last Day to Add a CASS .mmnnmnnnnnnnnnneuuinnmnniinnnnnrinnnnnnnsuninmnnnmeeutummmnmnmnmnnaimniit March 8, 2016 (T) 
10% Point of the Second 8-week Session........sscscsssersecceseresssnrcnssnsnsescrecresessesonsseeessesresseneeres Match 9, 2016 (W) 
Last Day to Apply for a 75% Refund for Second 8-week SessiOn....esssseseererereneneeeeeen Match 9, 2016 (W) 
Last Day to Withdraw from 16-week Session to Ensure a Grade of “W” (60170) wns March 15, 2016 (T) 
Spring Break (No Classes) .uunnnntmnminnntnnnnnnsnnnnnsnmnnnnmnuninnnnnnnnnt March 16-18, 2016 (W/TH/F) 
Harly Registration for Summet 2016 ...ceeseeereseesesssssseseessesseeseeneeseenseenecnseenssnnecncensennecsssstss Match 21, 2016 (M) 
Web Registration Opens for Fall 2016... cseseseseseeseeeeseesseeseesessecasennecnecenenaneensensecesecascegss Match 23, 2016 (W) 
Advising Period for Fall 2016 Begins ......sesseseceesesseseessessessessessesenseaneanecnseneenienneenssnnceneenegy March 23, 2016 (W) 
Easter Holiday (College Closed) ....ccscessecsesseesessensessesseseesessesesseseeseaneseseeseeneenernenncencnnenneeneensenees March 28, 2016 (M) 
Easter Break — Students (No Classes) ......cssesssesecessresesseseteseteterstscecsenssesssssssssssseseaesesersensseenens March 29, 2016 (T) 
JE Feraoy ass (Cay ahs 002 ACO) mY asa ae a cn ra a ide Se bes Boor DEI a2 UILOR el ia) 
Last Day to Withdraw from Second 8-week Session to Ensure a Grade of “W” (60170) smn April 13, 2016 (WW) 
Advising Period for Fall 2016 Ends ....c.sessesecessessesseseessesessscssesseseessesssnsensenecnecaecneeneennennseascans April 14, 2016 (TH) 
Advising Day — Fall 2016 (No Classes) ...cessseseesessssessessseesscensessessennecssennecneceneennecanennennsenseeyy April 14, 2016 (TH) 
Summer 2016 Tuition Due - by 4:30 p.m. ......ccessssssseenssnerecsecnenscceesncseesessssssessssvsescsssessnesesseeneenenens April 15, 2016 (F) 
(Schedules with unpaid balances will be purged) 

arly Registration — Fall 2016 .....scecsesssecssesecersesesssesnesssecssssessecsecsssesecscesecsecenecaneenerseceneeaneenseenes April 18, 2016 (M) 
May 2016 Graduate Grades Due (12:00 noon)... esesessessseesesseseeseeseesernecsesnecnnecnnecnneenienneeneenics May 2, 2016 (M) 
Last Day to Remove Fall 2015 “TP? Grades wi. eessesseeesseestesseesssseeseessessesneasennecneeneeneenneenecensensenecnecneciss May 6, 2016 (F) 
Last Day of Classes/Semester & Second 8-week SeSSiOM .....esssecseesecerseereeseeseenseeneceecnenneeneeneeey May 6, 2016 (F) 
Spring 2016 Grades Due (12:00 NOON) weseseceeseeseesesseeseestssnseseesesseesecnesssenesneeneaneeneennecnecnnenneenetnecies May 9, 2016 (M) 
Graduation Rehearsal (10:00 a.m.)....csecsssessecesssssesseneeneereseenecsscesssssscsssscensssensssssssssssessecessassaseneneenees May 9, 2016 (M) 
Graduation Ceremony (6:30 p.m) vsscecsecsecsserereesenseressesseeneeseessessssessssnssnesssssscsecsesenecavernenseesscanenneens May 9, 2016 (M) 
Summer 2016 

Four Day Work Week Begins ...cssesecseseecesesnsessesseesssssecssseseessecssessessscaneesscnsecnecnnecenecenccncenasanegnneens May 9, 2016 (M) 
Summer 2016 Registration......sscssseesssecseeseeseeneeneesnessseessecssscssessssssessseessesesecssecsssensvesssecssecsaesasenneen May 16, 2016 (M) 
First Day to Charge in Bookstore....ssesesesesssesssessssessssessesssessersessecssesssenseessesnseanecsnecseessennecnnes May 16, 2016 (M) 
Summer 2016 Tuition Due — by 3:00 p.m ......ecssrssessssessssoneressserecssssesssssevesssssotecesecesessusasessnessons May 16, 2016 (M) 
(Schedules with unpaid balances will be purged.) 

Last Day to Apply for a 100% Refund .......seecseesssecsnessseeesecsseesssssssscssscssscssnecssscensessssvsessesesnsessnees May 16, 2016 (M) 
First Day of Class/Summet Terin....ccsssccssessersernsessessnesssssssesssessssssscsssessscssssessssssecsneensseesneessenssessnes May 17, 2016 (T) 
Last Day to Add ....cccsscssssnsccssssssssssesccssssucssssnsccacenssnnennncssscasvsussesesascssvssssasesussesseussesssasssesesanssansesssaneeses May 19, 2016 (W) 





Pease Ay aCON SO aI OO VOLE RM a cI ENG a cody tenet Sone oe SBP eich neds anhigh aves sunesde us guie May 23, 2016 (M) 


ree ee Re TTR Ee CL Metre mere lee taespnessparotasectheeeesenseevenrenténeoeeustateatencotersntnsa May 23, 2016 (M) 
Mite aT Etat OME C IN Merccee erect eet e ence sc sen cstentiasesrcersrercensasogsesegegnssspasevsesousnssusvepee May 23, 2016 (M) 
Mera ial aveldolidava GollegesG1Gsecdynk, ast sate teh tants. once. tehBlshe deca Adavs sides tedevivasessosubatbsloseevenes May 30, 2016 (M) 
IIe ae A SFA OCC Sy eset cate cee cc nets eesesenecnenrervnenenserorenensntanestnesseneesnensnsretion June 9, 2016 (Th) 
Last Day to Withdraw from Summer Term To Ensure a Grade of “W” (60%) .....csseecsseeceeeees June 28, 2016 (T) 
Pa CeCe wh retrace cee esestntes ees te shesogasrsosseesbivansosSueayioptansnrsodbenracobinssconssioccovnrbonbosonee July 4, 2016 (M) 
ME etapa ety uk al le 0) Ut erpetra ects oh ait Woass tice Tiida <2 82 ca8t Sees Adcwptas osaeddscasogsscecsbsccsossvessscsacooeds July 5-6, 2016 (T/W) 
(Tuition due August 1, 2016) 

GaN NT rcs aa aes Res sachs ccgoht fn ee sal anon se dacadersbenepiosscweneseosassedepeneoboseeadesstbianss July 27, 2016 (WW) 
RUM MET ACCRUES (UD Tin) tircreseertsscherteciscsesecncsesesescsestsessstonseossnsnswoseussenssessnscoastensneaens July 28, 2016 (TH) 
Soy ANGE SS UE) Ye ER Mest tei tatiana Ol nd Le, RR Rene ee aE ean August 4, 2016 (TH) 


: ADMISSION REQUIREMENTS 


Roanoke-Chowan Community College (R-CCC) operates under the open-door admissions policy established in the 
North Carolina General Statute 115.D. All community colleges maintain an open-door admissions policy for all 
applicants who are high school graduates or are at least 18 years of age and who can benefit from the available 
curticular programs. High school students also may enroll under certain conditions. 


Before admission to R-CCC is granted, applicants must meet the College’s general requirements for admission and 
any specific requirements set by the program in which they are seeking entry. 


A high school diploma or a high school diploma equivalency certificate is required for degree-granting programs 
and degree courses, as well as certain diploma and certificate programs. Non-high school graduates who are at 
least 18 years of age may be allowed to enter certain diploma and certificate programs or courses; however, they are 
ineligible for federal financial aid. 


When to Apply 

The process for admission to curriculum programs at R-CCC should begin as early as possible, preferably four to 
six weeks before registration--to allow sufficient time to complete all steps in the process. Also, applying early 
allows time to meet with counselors, apply for financial aid, and have questions answered. For additional 
information about admissions call the Admissions Office at (252) 862-1225. 


How to Apply 


Applications may be submitted in person, on-line at www.toanokechowan.edu or mailed to the following address: 


Admissions Office 
Roanoke-Chowan Community College 
109 Community College Road 
Ahoskie, North Carolina 27910 


General Admissions 
Applications for admission are available in Student Development Services in the Student Center or on-line via the 
college’s website. To apply for entry into curricular programs, applicants must: 


lL Submit a completed application for admission. 


Ms Submit an official transcript of high school graduation with a diploma or a high school diploma 
equivalency certificate to Student Development Services. Transcripts should be sealed and 
forwarded to the Admissions Office directly from the institution attended or by the applicant. A 
supplementary transcript of the final semester’s work should be submitted by the school after high 
school graduation. Applicants with a high school diploma equivalency certificate must submit a 
copy of the test scores in lieu of a transcript. 


eh Submit official transcripts of all work completed at other postsecondary institutions to Student 
Development Services. All official documents, such as transcripts from other colleges, become the 
property of R-CCC and cannot be returned or reissued. Faxed copies are not considered official 
transcripts. 


4. Take the North Carolina Diagnostic Assessment and Placement (NC_ DAP) institutional 
placement test for proper course placement. Applicants who have taken the Scholastic Aptitude 
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Test (SAT) or American College Testing (ACT) may be exempt from testing. (See Placement 
Testing.). Please contact the Director of Testing to schedule a date to test. 


ay Schedule an appointment with the Director of Enrollment Services/Registrar to complete the 
admissions process. 


Note: Facsimile transcripts may be used to register for courses; however, official transcripts must be on file in 
Student Development Services before registering for another term. 


Home-School Admissions 
Home schooled students must submit a copy of the home school’s approved registration from the state in which 
they are registered in addition to meeting R-CCC’s General Admissions requirements. 


Provisional Admissions 

A student applying too late to complete pre-entrance requitements may be admitted as a provisional student. In 
such cases, all requirements must be completed within the first semester of attendance, including receipt of all 
official transcripts (high school and post-secondary) provided directly to the Office of Admissions. Provisional 
students will NOT be able to register for the next semester until all admission requirements are met. 


Readmission of Curriculum Students 

Students who were not enrolled at the College in a curriculum program within two years are considered former 
students and, therefore, must complete a new application for admission to update student information. Official 
transcripts, placement testing, and additional admission requirements may be requested if not required during 
period of initial enrollment. 


Students who withdrew in good academic standing will be referred by a counselor to their advisor for assistance 
with registration. Students who withdrew as a result of unsatisfactory academic progress or disciplinary reasons 
must reapply through Student Development Services. Readmission decisions will be made by the Dean of Student 
Development Services. 


Transfer Admissions 

The College reserves the right to accept or reject credits earned at other recognized and regionally accredited 
universities, colleges, and institutions. Credits are accepted in accordance with R-CCC program offerings, and no 
credit for a course with a grade lower than C may be transferred. In some cases, (e.g. computer technologies and 
the health care programs) this may be more stringent. For transfer credits of core nursing courses to the Associate 
Degtee Nursing program, a minimum score of 80 is required on the core courses. 


Individuals seeking transfer credit must complete an application for admission and provide official transcripts from 
high school and all postsecondary institutions attended. A transcript evaluation is completed by the Registrar in 
cooperation with the appropriate Department Chair when necessary, with final approval from the Dean of Student 
Development Services. NOTE: In some cases, a course description and/or course syllabus may be required in 
order to determine the transferability of a course. No general education courses in math and English may be taken 
until the transcript evaluation is completed. Also, the evaluation determines if placement testing is needed. 


Transfer students must complete at least 25 percent of the required semester hours of resident credit at R-CCC to 
be eligible to receive a degree, diploma, or certificate. 
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Admissions to the Associate Degree Nursing 
The Associate Degree Nursing program has specific guidelines for program readmission (Please see admissions 
requirements under the program description in this catalog). 


Special Credit Admissions 
Individuals who register for one or more credit courses without designating a specific curriculum are classified as 
special credit students and may be exempt from certain requirements for admission. 


Special credit students who complete 15 semester hours of credit in a given curriculum must declare a major and 
meet all college and program admission requirements. However, when a special credit student declares a major, 
appropriate credit earned as a special credit student may be accepted toward meeting the requirements for 
graduation. Students not declaring a major will receive only audit credit for additional courses beyond the 
completion of the 15 semester hours. 


Special credit students must have a high school diploma or a high school equivalency diploma to take degtee-level 
coutses, as well as courses in certain diploma and certificate programs. Unless declaring a major, special credit 
students who have earned college degrees may submit official college transcripts in lieu of high school transcripts 
ot high school equivalency scores. Note: Financial Aid students cannot be declared Special Credit; in order to 
receive aid, they must enroll in a program. 


International Student Admissions 
International students with proper authorization through the immigration and naturalization services may be 
admitted upon meeting certain criteria. 


R-CCC has been approved to issue 1-20 forms and enroll F-1 visa international students in AA and AS programs 
of study. International students must be enrolled full-time. Full-time enrollment is a minimum of 12 semester 
credit hours for both fall and spring semesters. 


In addition to R-CCC requirements, international students must (1) demonstrate a satisfactory achievement on the 
Test of English as a Foreign Language (TOEFL) with a score of at least Reading 17, Listening 17, Speaking 16, and 
Writing 16 on the Internet Based Test (IBT). For the Computer Based Test (CPT), the minimum score is 173 and 
500 on the written test. An international student whose country has English as the only official language is exempt 
from the TOEFL exam. Testing arrangements may be made by contacting the Educational Testing Service, 
www.ets.org/toefl; however, an international student whose country has English as the only official language is 
exempt ftom taking the TOEFL exam (2) submit official transcripts of high school and college tecords with 
certified English translations; 3) submit an official bank statement, notarized letter of support, or sponsor’s bank 
statement (in US dollars) showing financial ability to cover costs for your tuition, fees, books, and living expenses 
for one academic year; and 4) submit documentation of medical insurance to satisfy admission requirement for 
specific programs of study. 


International students are classified as out-of-state students and, therefore, are charged out-of-state tuition. 
Estimated costs for a dependent student ate $13,936 and $15, 936 for an independent student per academic year. 
These estimated costs include out-of-state tuition rates, books, and living expenses. Length of stay, payment of 
taxes, ot ownership of property does not qualify an international student for status of legal resident. The entire 


admissions process must be completed and documentation received by the College according to the following 
deadlines: 


Fall semester admission — July 15 
Spring semester admission — October 1 
Summer term admission — March 1 
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High School Admissions 

Career and College Promise offers structured opportunities for qualified North Carolina high school students to 
enroll in community college courses that provide pathways that lead to a certificate, diploma, or degree as well as 
provide entry-level jobs skills. Academic credits earned through Career and College Promise shall enable students 
who continue into postsecondary education, after graduating from high school, to complete a postsecondary 
credential in less time than would normally be required. 


Effective January 2012, the College will offer three pathway options for high school students to enroll in programs. 
The three pathways include: College Transfer pathway, Technical Career pathway, and Cooperative Innovative 
High School. Programs and the admission requirements are stated below. 


College Transfer Pathway 
The Career and College Promise College Transfer Pathway requires the completion of at least thirty semester hours 
of transfer courses, including English and mathematics, and ACA 122 — College Transfer Success. 


The College offers the following college transfer pathways:’ 


Associate in Arts 
Associate in Sciences 


To be eligible for enrollment, a high school student must meet the following criteria: 


e Bea high school junior or senior as of January 2012 or later; 

e Have at least a 3.0 grade point average on a 4.0 weighted scale; and 

e Demonstrate college readiness on an approved assessment or placement test. A student must 
demonstrate college readiness in English, reading and mathematics to be eligible for enrollment in a 
College Transfer Pathway. 


A high school junior or senior who does not demonstrate college-readiness on an approved assessment or 
placement test may be provisionally enrolled in a College Transfer Pathway. To qualify for Provisional Status, a 
student must meet the following criteria: 


e Have a cumulative weighted GPA of 3.5; 

e Have completed two years of high school English with a grade of ‘C’ or higher; 

e Have completed high school Algebra II (or a higher level math class) with a grade of ‘C’ of higher; 
e Obtain the written approval of the high school principal or his/her designee; and, 

e Obtain the written approval of the community college president or his/her designee. 


A Provisional Status student may register only for college mathematics (MAT) and college English (ENG) courses 
within the chosen Pathway. To be eligible to register for other courses in the Pathway, the student must first 
successfully complete mathematics and English courses with a grade of ‘C’ or higher. 


To maintain eligibility for continued enrollment, a student must: 
a) Continue to make progress toward high school graduation, and 
b) Maintain a 2.0 GPA in college coursework after completing two courses. 
c) A student who falls below a 2.0 GPA after completing two college courses will be subject to the college’s 
policy for satisfactory academic progress. 


A student must enroll in one College Transfer Pathway program of study and may not substitute courses in one 
program for courses in another. 
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A student may change his or her program of study major with approval of the high school principal or his/her 
designee and the college’s chief student development administrator. 


With approval of the high school principal or his /her designee and the college’s chief student development 
administrator, a student who completes a College Transfer Pathway, while still enrolled in high school, may 
continue to earn college transfer credits leading to the completion of the Associate in Arts or Associate in Science. 


With approval of the high school principal or his/her designee and the college’s chief student development 
administrator, a student may enroll in both a College Transfer Pathway program of study and a Career Technical 
Education program of study. 


Technical Career Pathway 
The Career and College Promise Career Technical Education Pathway for juniors and seniors leads to a certificate 
ot diploma aligned with a high school Career Cluster. 


The College offers the following technical career pathways: 


Cosmetology Diploma 

Welding Technology Diploma 

A/C, Heating, & Refrigeration Technology - Heat Pump Certificate 
A/C, Heating, & Refrigeration Technology - HV AC Certificate 
Computer Information Technology — Basics Certificate 
Computer Information Technology - Web/Secutity 

Criminal Justice Technology Certificate 

Early Childhood Education Diploma 

Human Services Technology Certificate 

Human Services Technology w/Mental Health Certificate 
Industrial Systems Technology Diploma 

Industrial Systems Technology Certificate 

Medical Office Administration Certificate 

Office Administration Certificate 

Manicuring/Nail Technology Certificate 

Nurse Aide Certificate 

Web Technologies Multimedia Certificate 

Welding Technology Plate Certificate 


To be eligible for enrollment, a high school student must meet the following criteria: 


¢ Bea high school junior and senior as of January 2012 and later; 

e Have a weighted grade point average of at least a 3.0 on a 4.0 scale OR upon principal recommendation; 
and 

e Have demonstrated college readiness by meeting course prerequisites. 


High school counselors should consider students’ PLAN scores in making pathway recommendations. 


College Career Technical Education courses may be used to provide partial or full fulfillment of a four-unit career 
cluster. Where possible, students should be granted articulated credit based on the local or state North Carolina 
High School to Community College articulation agreement. 
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To maintain eligibility for continued enrollment, a student must 


e Continue to make progress toward high school graduation, and 
e Maintain a 2.0 in college coursework after completing two courses. 
e A student who falls below a 2.0 GPA after completing two college courses will be subject to the college’s 
policy for satisfactory academic progress. 
A student who falls below a 2.0 GPA after completing two college courses will be subject to the college’s policy for 
satisfactory academic progtess. 


A student must enroll in one program of study and may not substitute courses in one program for courses in another. 
The student may change his or her program of study major with approval of the high school principal or his/her 
designee and the college’s chief student development administrator. A student may concurrently enroll in two CTE 
programs of study provided the exception has been approved by the college’s Chief Academic Officer or his/her 
designee. 


Career Technical Education Pathway (Freshmen and Sophomores) 
The Promise Career Technical Education Pathway for freshmen and sophomores leads to an industrial or 
engineering certificate or diploma aligned with a high school Career Cluster. 


The college may enroll high school freshmen and sophomotes in the following programs: 


Industrial Technology Certificate 
Industrial Technology Diplomas 


To be eligible for enrollment, a high school student must be a high school freshman or sophomore 
e <A qualified freshman must: 


have passed Math I with a grade of “C” or better; 

have scored a 3 or 4 on the EOC for Math I; 

have met the college ready reading score of 16 on the 8th grade Explore test; 

have met prerequisites for the career pathway; and 

have the recommendation of the high school principal or his/her designee (based on assessment of 
student maturity and ability to effectively participate in a class that may include adult students). 
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e A qualified sophomore must: 
o have passed Math I with a grade of “C” or better; 
scored a 3 or 4 on the EOC for Math I; 
meet the college ready reading score of 16 on the 8th grade Explore test; 
have a weighted GPA of 3.0 on high school courses: 
meet prerequisites for the career pathway; and 
have the recommendation of the high school principal or his/her designee (based on assessment of 
student maturity and ability to effectively participate in a class that may include adult students). 


Co Ort Cig ON LO} 


¢ College Career Technical Education courses may be used to provide partial or full fulfillment of a four-unit 
career cluster. Where possible, students should be granted articulated credit based on the local or state 
North Carolina High School to Community College articulation agreement. 


To maintain eligibility for continued enrollment, a student must 
e Continue to make progress toward high school graduation, and 
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e Maintain a 2.0 in college coursework after completing two courses. 


A student must enroll in one program of study and may not substitute courses in one program for courses in 
another. The student may change his or her program of study major to another industrial or engineering program 
of study with approval of the high school principal or his/her designee and the college’s chief student development 
administrator. A student may concurrently enroll in two engineering or industrial CTE programs of study provided 
the exception has been approved by the college’s Chief Academic Officer or his /her designee. 


Cooperative Innovative Programs 


The Cooperative Innovative High Schools Program pathway will be a continued partnership between Hertford 
County Public Schools Early College High School and Roanoke-Chowan Community College. 


Admission requirements ate based on the following criteria: 


° High school students in grades 9 to 12 with access to a cooperative innovative high school approved by the 
State Board of Education. 

e Special emphasis and preference given to first-generation college students. 

* Additional eligibility requirements are set by the local board of education and the partner community 
college or university. 


For additional information on the enrollment requirements, please visit the Hertford County Public Schools Early 
College High School website at www.hertford.k12.nc.us/HertfordE.College.ctm. 





How to Apply for a Career and College Promise Pathway 


Interested applicants are asked to contact your school counselor about applying for a Career & College Promise 
pathway and/or the College’s Director of Enrollment Services/Registrar located in the Office of Student 
Development Services. 


Residency Classification for Tuition Purposes 


Under North Carolina law, a person may qualify as a resident for tuition purposes. In essence, the controlling 
North Carolina statute (S.G. 116-143.1) requires that “To qualify as a resident for tuition purposes, a person must 
have established legal residence (domicile) in North Carolina and maintained that legal residence for at least twelve 
(12) months immediately prior to his or her classification as a resident for tuition purposes.” 


A person does not lose the legal residency status for tuition purposes merely by serving in the armed forces outside 
North Carolina provided the person returns to the state to reside immediately upon discharge. Neither a foreign 
national nor an alien admitted to the United States on a student visa is eligible for resident tuition status. An alien 
holding a visa that will permit eventual permanent residence in the United States is subject to the same 
consideration as a citizen. 


Failure to provide requested information for residency classification can result in students being classified as 
nonresidents for tuition purposes. Students who believe that they have been erroneously classified are permitted to 
appeal the case in accordance with the procedure outlined by the State Residence Committee. 


Regulations concerning the classification of students by residence for purposes of applicable tuition differentials 
are set forth in detail in “A Manual to Assist the Public Higher Education Institutions of North Carolina in the 

Matter of Student Residence Classification for Tuition Purposes.” A copy of the manual is available for student 
review in the Admissions Office and the Learning Resources Center (LRC). 
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Placement Test Procedures 

Roanoke-Chowan Community College requires the majority of applicants seeking admission into curricular 
programs to take the North Carolina Diagnostic Assessment and Placement (NC_ DAP) test for placement 
purposes. This test assesses students’ English, reading and math college readiness skills and places them in 
curricular and/or appropriate developmental courses. An admission's application must be on file in Student 
Services prior to testing. 


Exemption from testing may apply to special credit applicants, transfer applicants and applicants who have taken 
the SAT (Scholastic Aptitude Test) or ACT. A Student Services’ counselor shall determine if there are any testing 
exemptions. Generally, special credit and transfer students wanting to take a degree-level English or math course 
will be required to take the NC_DAP test unless there is an official college transcript documenting that the 
appropriate prerequisite has been met. 


Applicants who have scored (within five years prior to application): 

500 or higher on the verbal section of the SAT - exempt from writing and reading components of placement test 
500 or higher on the math section of the SAT - exempt from all math components of placement test 

20 or higher on the English section of the ACT - exempt from writing component of placement test 

20 or higher on the reading section of the ACT - exempt from reading component of placement test 

20 or higher on the math section of the ACT - exempt from all math components of placement test 


Applicants seeking admission to the Associate Degree Nursing program are required to take all components of the 
NC_DATP test unless determined otherwise. 


A Student Services’ counselor will give applicants exempted from any part of the NC_DAP test a Placement 
Testing Waiver Form, which must be presented to the test administrator on the day of testing. Only the area(s) of 
the test indicated on the waiver form will be administered. 


Retesting on the NC_DAP test will be permitted once, providing applicant has not enrolled in any developmental 
courses in the academic area of desired re-testing. The testing waiver form will indicate the area(s) of the test to be 
retaken. 


Applicants who have taken the NC_DAP test at another college and applicants who have taken the SAT or ACT 
may have an official copy of the scores sent to the College's Testing Center. The Director of Assessment and 
Testing Services will review the test results and forward a notice of placement in the appropriate courses to Student 
Services and the curricular advisor. NC_DAP, SAT, or ACT scores faxed from another college will be accepted; 
however, an official hard copy of these test scores must follow within 10 days. After the scores have been entered 
into the computerized record system, the official copy will be forwarded to Student Services for placement in the 
applicant's file. 


NC_DAfP test scores are valid for five years. Returning students, as well as students changing curriculums, must 
meet with an admissions counselor in Student Development Services to have their academic record evaluated for 
course placement and/or the need for testing. For additional information about placement testing call the Testing 
Center at (252) 862-1238. 


Ps 


Photograph Release Statement 


Roanoke-Chowan Community College reserves the right to make photographs, videos, and electronic images of 
students and others on the college's campus and to use those images for news, marketing/advertising and 
promotional purposes. All photographs are the exclusive property of Roanoke-Chowan Community College and 
may be edited by public information staff. Images may also be shared with the North Carolina Community College 
System Office and others. Objection to the use of an individual's image in the manner stated above must be made 
in writing to the Director of Institutional Advancement. Students or employees who do not wish to have their 
images used by the College should state their desire to be excluded at the time images are being made, whether in 
photographs or videos or any other method. Exception: Images made during the College’s public events, such 

as graduation. 
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ACADEMIC REGULATIONS 


ACADEMIC INTEGRITY 

In addition to good academic performance, students should exhibit honesty and integrity. Academic dishonesty is 
regarded by the College as a breach of academic ethics and deserves consequences. Academic dishonesty includes 
acts such as cheating, plagiarism, knowingly furnishing false information, forgery, alteration, or any use of 
identification or other projects with an intent to defraud. Faculty may take action to address cases involving 
academic dishonesty as they deem appropriate. Repeated acts of academic dishonesty will be referred to the Dean 
of Student Development Services, who has the authority to administer more severe disciplinary actions according 
to the Student Code of Conduct. Please review your college catalog for more information on Student Rights and 
Responsibilities. 


Registration Procedures 

As a member of the North Carolina Community College System, Roanoke-Chowan Community College operates 
on a 16-week fall and spring semester and a short-term eight week summer session. A two-to-three day 
registration period is held in August for fall semester classes, in January for spring semester classes, and in May for 
summer term classes. Prior to the start of each fall and spring semester, an early registration period is held. All 
students should register during the prescribed registration period for that semester. Specific dates are stated in the 
2014-15 Academic Calendar, posted in the front of the catalog. For additional information about registration, 
please call the Registrar’s Office at (252) 862-1225. 


Registration Sessions 

Registration sessions are conducted each semester. Early registration is conducted each semester approximately 
four to six weeks prior to the start of a new semestet. In addition, students have the opportunity to register for 
classes two to three days prior to the start of each semester. Specific dates are stated in the 2014-15 Academic 
Calendar, posted in the front of the catalog. During the designated days, students are encouraged to meet with 
their assigned advisor to register for courses. 


New students and those not enrolled at the college during the last two academic years should first meet with the 
admissions director to update their admissions status. Once cleared for admissions, new students may meet with an 
assigned advisor to develop a class schedule. 


Students that participate in early registration will have their grades checked at the end of the semester to assure 
prerequisites have been met for all courses. After final grades are checked and if it is determined by the Registrar 
that a course prerequisite was not met, the course will be administratively dropped from the student’s schedule 
before the new semester begins. Students will be properly notified of the change. 


Schedule Changes (Drop/Add Period) 

Students may add courses during the designated add period (first three days of each semester). The add period sets 
a cutoff date for allowing students to enroll in courses. Students are not permitted to add courses beyond the 
scheduled add period, unless permission is granted by the appropriate college dean. 


Students are permitted to drop courses without academic penalty prior to the 60 percent point of the semester. A 
grade of “W” will be issued for courses dropped prior to the 60 percent point. Students who drop courses after 
the 60 percent point will receive a grade of “WP” or “WF”. Grades are not issued for courses dropped during the 
refund period and before the census date of the class. A “W” grade will appear on the student’s record for a drop 
that occurs after the census date of the class. 


Withdrawing from a class may affect a student’s Financial Aid eligibility for future terms of enrollment. The 
Financial Aid Office is required to process a Return of Title IV Funds calculation when a'student is 
hry 


dropped/withdrawn from all courses. Students are encouraged to consult with a financial aid officer prior to 
dropping or withdrawing from courses. 


It is the responsibility of the student to complete the Drop/Add Form, secure all necessary signatures, and submit 
the completed form to the Registrar’s Office for processing. Drop/Add forms are available in Student Services and 
online. 


Schedule Purges 
Students must pay for all classes by the designated payment dates or their schedules will be purged from the 
system. Please see 2015-16 Academic Calendar or the curriculum coutse schedule for registration payment dates. 


Student Classification 

Students enrolling in 12 or more credit hours in a given semester are classified as full time, less than 12, part time. 
Students who complete 30 or more credit hours with a passing grade are classified as sophomores; less than 30, 
freshmen. Students who register for one or mote credit hours without designating a specific curriculum are 
classified as special credit students and must declare a major upon accumulation of 15 credit hours. 


Class Schedule 


Roanoke-Chowan Community College normally offers classes between the hours of 8:00 a.m. and 10:00 p.m. on 
Monday through Thursday and from 8:00 a.m. to 5:00 p.m. on Friday. 


Course Load 

For fall and spring semesters, the maximum student course load is 19 credit hours and 9 credit hours for summer 
term. The appropriate Division Director or Dean of Curriculum must approve overload hours before the 
registration form can be processed. 


Course Syllabi 

All courses will have a syllabus, which is to be used by the instructor and students. All students should be given a 
syllabus for each course on the first day of classes, regardless of the mode of delivery. Instructors are required to 
provide students in the course with a syllabus that outlines the student learning outcomes, expectations of students, 
methods of assessments to be used, and information regarding course content. Students are to be responsible for 
keeping the syllabus as a guide to the course. All instructors are asked to review the syllabus with students to 
emphasize essential information. 


Attendance Requirements 

Regular class attendance and promptness is important to good scholarship. All students are expected to attend 
class on the first day scheduled for a course. Students who have not attended at least once by the 10% percent date 
(census date) of the class will be dropped by the instructor as never entered (NE). No tuition and fee adjustments 
will be made. Regardless of the reasons, instructors have the authority to drop student who accumulate absences 
totaling 15% of instructional course hours. Students dropped by an instructor prior to the last day to drop without 
academic penalty (60% point) will receive a grade of “W”. Students dropped by an instructor after the 60% point 
will receive a grade of “WP” or “WF”. 


Students adding courses after the first day of class are expected to report to class on the next meeting date. 
Students entering a class after the first meeting date are not excused from any missed initial course requirements. 
Instructors having students experiencing attendance problems and other issues that impact progress are 
encouraged to initiate an Early Alert Form (EAF), which is submitted to the counselor. Absences from class do 
not relieve students of meeting all course requirements. Those who do not meet minimum attendance 
requirements will be given the grade of “WF”, which will be computed in the students’ grade point averages as a 
failing grade. 
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The following scale shall be used to determine when a student has overcut the limit of the class for 15%. Examples 
of 15% absentee limits: 


Class Credit Hours Class Contact Hours Absentee Limits 
1 16 2 hours 
Z 32 5 hours 
3 48 7 houts 
4 64 10 hours 
5 80 12 houts 


For example: In a four hour course, there are four meeting times for each week times the 16 weeks in the semester. 
The total class meetings will be 16 X 4=64 hours per semester. Fifteen percent of 64 is 9.6, so the student can miss 
no more than 10 houts of the total class meeting See syllabus for the course for each class for specific attendance 
requirement. Syllabi are given to students by the instructor on the first day the class meets. Some 
coutses/programs may have a mote stringent attendance requirement. 


Students who choose to participate in school-related activities must adhere to the attendance policy. The student is 
responsible for work missed due to school-related activities. In such cases, instructors will wherever possible, work 
with the students involved to allow them to participate in the prearranged school activities, provided the student is 
in good academic standing for the course being missed (i.e., minimum “C” average). 


Online Course Entry Dates and Attendance 

Online course (Internet Class) entry dates are determined by the first day a student submits a course 
assignment. If a student has difficulties logging on to Moodle, the course environment, he or she is requited to 
contact the instructor immediately. Any student who does not submit a graded course assignment by the 10% 
census date of the class will be dropped from the class with a grade of NE. 


Online students do not attend seated classes on campus; however, the instructor should have a clearly defined 
procedure to document student’s attendance, typically following the 15% standard explained above. Students who 
do not participate adequately in an online course for a period equal to 15% of the total class days may be dropped 
for non-patticipation. In a 3-semester hour semester that meets over a period of 16 weeks, the 15% would equal 
just over 2 weeks (7 total hours of class time). For classes with more contact hours and classes meeting shorter 
periods of time, the 15% point would be calculated differently. The specific attendance procedure tracked by the 
instructor should be cited in the syllabus. Students should be familiar with this procedure and expectations of the 
coutse. 


Reinstatement Procedure for Attendance Drops 

Regardless of the reasons, instructors have the authority to drop students who accumulate absences totaling 15% 
of instructional course hours. Students who wish to be reinstated in a class due to an attendance drop, must submit 
a Request for Reinstatement Form to the Dean of Student Development Services (or designee) within one week (5 
working days) of the date of the attendance drop. 


The Dean/designee will investigate the evidence provided by the student, instructor, and available records. A 
decision will be made within one working day of the request. 


Students who are absent a second time after reinstatement and/or who fail to abide by any stated stipulation will 
be dropped with no further reinstatement consideration and a grade of “F” will be given. At any time 
reinstatement is denied, students may follow the student appeal process. Attendance in the class under 
consideration is not allowed during this process. 


Distance Education students must adhere to the attendance/contact policy stated in course syllabi. 
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Accommodating Absences Due to Religious Observances 


Students may be excused for a maximum of two days per academic year due to personal religious observances. Any 
individual exercising this privilege must inform his or her teacher(s) at least two weeks before the absence in 
writing. 


Students missing class assignments due to an absence related to an observance must be given an opportunity to 
make-up all work missed during the time he/she was absent. 

Faculty are asked to provide students opportunities that are appropriate to make-up missed assignments due to 
absence. 


Examples of opportunities that are appropriate include but are not limited to: 
e Allow for make-up assignment or exam equal to the missed activity; 


e Create a class procedure allowing all students to drop one assignment grade or exam, 


e Permit extra-credit work to substitute for missed work; and any other reasonable and appropriate 
opportunities as determined by the instructor. 


The student must make-up the work within two weeks after the absence or he/she may forfeit the opportunity to 
make-up the time. 


Withdrawing from Classes 

Students who withdraw or drop all courses from the college before the 60% point of the term must complete the 
appropriate form and submit it to the Registrar’s Office. Students receiving financial aid are held responsible 
for repayment of aid. Please refer to the Return of Title TV Funds Policy. A grade of "W" will be assigned. 


All other withdraws after the 60% point will be deemed as a grade of “WP” or “WF”. In the event a student must 
withdraw beyond the 60 percent point because of extraordinary circumstances beyond the student’s control, the 
student may petition the Dean of Student Development Services for a “W”. Once a grade has been recorded, 
petitions will only be considered during the semester immediately after the grade was posted. The final decision 
will be submitted from the Dean of Curriculum’s Office. Students officially registered for courses may not 
withdraw merely by non-attendance. No drops for any reason will be approved two weeks prior to the end of 
the semester. 


Auditing Courses 

Individuals who wish to audit courses must submit a completed admission’s application to Student Services, follow 
regular registration procedures, pay required tuition and fees, and abide by all college regulations. Only persons 
with a high school diploma or a high school equivalency diploma will be permitted to audit degree-level courses 
and courses offered in certain diploma and certificate programs. Courses may be audited only once, and no credit 
is given for audited courses. 


Students who audit courses cannot change to credit, nor can students who enroll in a course for credit change to 
audit after the deadline for dropping a course without penalty. A student who audits a course may repeat the 
course for credit. A record of the audit will be entered on the student’s transcript as AU, which will not be 
converted to a letter grade. The hours of an audited course will be counted as part of a student’s course load and 
will be subject to overload restrictions. Students are expected to attend class regularly and participate in class 
activities. 
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Credit by Exam 

Students who wish to attempt to receive credit for a course by taking a proficiency exam must receive permission 
from the appropriate department chair or program coordinator. If permission is granted, the student registers and 
pays for the course. Then the student will need to make arranges to take the exam with the department chair or 
program coordinator. 


The exam must be taken and a grade submitted to the Registrar during the Add Period, and only one attempt to 
complete the exam successfully is allowed. A score of 80 or higher must be made on the exam to be exempt from 
taking the course. A copy of the exam must be attached to the “CE” (Credit by Exam) form and submitted to the 
Dean of Curriculum’s office. Upon successful completion of the exam, a CE grade will be awarded. This grade 
has no effect on quality points or grade-point averages. 


Regular registration procedures and tuition rates apply for all courses attempted by proficiency exam. 
Developmental courses are not eligible for Credit by Exam. 


Transfer Credit 
Curricular students are responsible for requesting official transcripts from all previously attended institutions 
(secondary and post-secondary). 


Transcripts for all students enrolled in a curricular program will be evaluated automatically. Transcripts of course 
work completed at a college or university located outside of the United States must be accompanied by (1) a 
certified English translation and (2) course descriptions if transfer credit is needed. 


Courses taken at a regionally accredited institution in which a minimum grade of “C” was earned and a comparable 
course is offered at Roanoke-Chowan Community College may be accepted in transfer if appropriate to the 
student’s program of study. 


Substituting Courses 

To substitute one course for another, students must contact the appropriate department chair or program 
coordinator. If approved, the department chair or program coordinator will submit a Notification of Approval for 
Course Substitution Form to the Dean of Curriculum for final approval. Upon the dean’s approval, the form is 
forwarded to the Registrar’s Office for record-keeping purposes and graduation credit. 


Course Statute of Limitations 

The College has a statute of limitations for awarding credit to some curricular courses, particularly courses in the 
areas of computer technology, health technology, and science. Because of rapidly changing technology, many 
courses offered are significantly different from previously offered courses. Therefore, technical computer related 
courses older than three years will have to be repeated or the student will have to demonstrate competency in that 
course prior to receiving a degree, diploma, or certificate in a particular curriculum. 


This statute applies to courses transferred from another institution, courses from R-CCC that are being transferred 
from one curriculum to another, courses that a returning student has taken at R-CCC previously, and credit earned 


as quarter hours that is being cross-walked to semester hour credit. 


Additionally, grades may not be changed after one semester of the initial reported grade. 
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Non-traditional Credit 


The College recognizes prior learning gained through a variety of non-traditional methods, such as College Level 
Examination Program (CLEP), Advanced Placement (AP), Defense Activity for Non-traditional Educational 
Support (DANTES), Military Service Training and Basic Law Enforcement Training (BLET), when applicable to 
the student’s program of study. 


College Level Examination Program (CLEP)--A national testing program administered by the College Entrance 
Examination Board, CLEP measures mastery of college-level introductory course content in numerous disciplines. 
Students who take the examinations and meet the credit-granting score standard will earn the appropriate number 
of credit hours, if applicable to their program of study. 


Advanced Placement (AP)--Students who have taken the College Entrance Examination Board’s Advanced 
Placement Examination in high school may request to receive college credit. Students who take the examination 
and meet the credit-granting score standard will earn the appropriate number of credit hours, if applicable to their 
program of study. 


Defense Activity for Non-traditional Educational Support (DANTES)--Veterans may receive college credits 
through DANTES, a testing program by the Educational Testing Service. This program enables veterans to obtain 
college credit for knowledge and skills acquired through non-traditional educational experiences in the armed 
forces. The ACE Guide will be used in evaluating Military credit. 


Basic Law Enforcement Training (BLET)--Students who enroll in the College’s Criminal Justice Technology 
program and have completed Basic Law Enforcement Training or correctional training may earn the appropriate 
number of credit hours, provided the training was not received through Continuing Education. 


Military Service Training 

Military service school records may be submitted for transfer credit evaluations. The service member is encouraged 
to submit a JST Transcripts (Army/ACE Registry System) transcripts for evaluation purposes. Service school 
diplomas and MOS (Military Occupational Specialty) Evaluation Score Reports are acceptable in lieu of the JST 


Transcript. Military service experiences are evaluated using ACE Guide recommendations. 


For consideration of credit for the aforementioned methods, applicants must submit official documentation of the 
credit(s) to the Registrar for evaluation. The Registrar will evaluate the documentation in consultation with the 
appropriate department chair or division director and with the Dean of Student Development Services. Credit 
earned is computed towards graduation requirements, but not for the student’s overall GPA or for honors 
recognition. 


Non-traditional credit is governed by the same guidelines that apply towards transfer credit from other colleges, 
universities, and institutions. 
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Experiential Learning 

Roanoke-Chowan Community College does not consider experiential learning or life experiences for transfer credit 
evaluation. However, students who demonstrate prior proficiency for a course due to previous work or life 
experiences may apply for credit by examination. (See Credit by Examination) 


Repeating Courses 

Students may not repeat courses for credit in which they have already received a grade of “C” or higher unless 
required by the academic department or those that have exceeded the statute of limitations. Courses transferred 
from other institutions may not be repeated for credit, but students may audit the courses. If such courses are 
repeated, the original grade will be the grade of record; the “AU” (Audit) will be entered on the permanent record. 
Any course repeated will be recorded on the academic transcript. Only the best grade will be calculated in the 
cumulative grade point average and the total semester hours of credit toward graduation. 


Students may repeat a course for credit in which they received a grade of “D” or “F” under the condition that in 
each case credit hours will be considered hours attempted and used in computing the quality point average. 


Financial aid recipients and veterans will not receive assistance or benefits for repeating courses in which they have 
received a “D” grade unless requited by the academic department. 


Changes to Programs of Study 

Students who decide to change programs of study must schedule a conference with their faculty advisor. Upon 
agreement that the change is warranted, the student will be advised to meet with the Director of Enrollment 
Services in Student Development Services where they will be given the name of their new advisor and advised to 
submit a Curriculum/Program Change Form to the Registrar. A Curriculum/Program Change Form must be 
submitted to and approved by the Director of Enrollment Services and processed by either the Registrar or 
Administrative Assistant or Director of Enrollment Services to deem the change official. 


Changes to Student Personal Information 

To maintain accurate and up-to-date student records, students must submit a Student Status Change Form to 
Student Development Services when changes in name, address, and telephone number occur. For name changes, a 
certified copy of a court order, marriage certificate, dissolution decree, or other official documentation reflecting 
the new name must be attached to the change form. 


Satisfactory Progress 

Fach curricular student is expected to make satisfactory progress toward obtaining a degree or diploma. At the end 
of each semester, a student’s GPA for that period and his/her cumulative GPA are examined. The minimum 
cumulative GPA for remaining in good standing is shown in the following scale. 


Attempted Credit Hrs. GPA Diploma GPA Degree 


1-15 1.50 1.50 
16-27 1.65 1.65 
28-39 1.80 1.80 
40-53 2.00 1.95 
54 & above 2.00 2.00 
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Grading System 
A final grade is awarded at the end of each course for which a student is registered. Instructors determine final 
grades by using the following system: 


Tas Excellent 90-100 
B Good 80- 89 
G Average 70-79 
D Poor 60-69 
F 


Failure in performance or failure to remove an I grade 


To determine GPAs, final grades have the following values or points: A=4; B=3; C=2: D=1; F=0. Each curricular 
department will determine its standards. 


‘3 Incomplete. Students may receive an “T” at the discretion of the instructor when 80% of the 
course has been completed and the final work required has not been completed as a result of 
extenuating circumstances. An “I” must be removed by the last day of classes of the next 

* 


I 
semester or it will automatically become an F (see R-CCC Academic Calendar). Students 
cannot re-enroll in courses in which an “T” grade is the grade of record. If the student fails to 
remove the “TI” during the required time period, the student must re-enroll in the course IF 
CREDIT FOR THE COURSE IS REQUIRED. 

Audit. This grade is assigned to students who audit a course or who repeat a course in which a 


grade of C or higher has been earned. 





percent point of the course. A “W” is assigned for administrative withdraws resulting from 
disciplinary action (i.e. suspension, etc.). 
Withdrawal Passing. Student is passing course with an average of at least 60% at the time of drop. 
Withdrawal Failing. Student is failing course with an average of less than 60% at the time of drop. 
Credit by Examination. Student shows proficiency by examination. This grade is awarded for 
E 


Withdrawal. A “W” is received when a student officially withdraws from a course by the 60 





credit hours only. 
sd Gl College Level Examination Program (CLEP). This grade is awarded to students who have taken 
and met the credit-granting score standard for CLEP. 
ear Advanced Placement. This grade is awarded to students who take the College Entrance Board’s 
Advanced Placement Examination and who meet the credit-granting score standard for AP. 
ML Military Training. This grade is awarded to veteran students who may receive college credits 
through DANTES, a testing program service by the Educational Testing Service. 
Basic Law Enforcement Training. This grade is awarded to students who have completed Basic 
Law Enforcement Training. The training must be for curriculum credit and not continuing 
education credit. 
Pass. A grade of P (pass) will be issued for successful completion of DRE and DMA 
developmental courses. Credit hours or quality points are not earned for grade point average 
calculations nor are they considered a part of the program’s total hours required for graduation. 
However, the grade is recorded on the student’s permanent college transcript. 
Repeat. A grade of R (repeat) will be issued for unsuccessful completion of DRE and DMA 
development courses. Credit hours or quality points are not earned for grade point average 
calculations nor are they considered a part of the program’s total hours required for graduation. 
However, the grade is recorded on the student’s permanent college transcript. 











“aN 
A 


*These grades do not affect a student’s GPA or quality points. 
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Grade-Point Averages (GPAs) 

For the purpose of determining GPAs, final grades have the following values or points: A=4; B=3; C=2; D=1; 
F=0. Other grades are not included in the GPA. The cumulative GPA is computed by multiplying the points for 
each course by the semester hours for that course, then dividing by the total number of semester hours. A GPA of 
2.0 for work taken at R-CCC is required for graduation. Some departments may have additional graduation 
requirements. 


Please note: Students taking DRE and DMA courses will earn a grade of P (for Pass) or R (for Repeat). Since 
these courses are Pre-Curriculum level courses, meaning that they heip prepare students for success in curriculum 
level coursework, credit hours or quality points are not earned for grade point average calculations nor are they 
considered as part of any program’s total hours required for graduation. The grade earned for this course, 
however, is recorded on the student's permanent college transcript, which future colleges or employers may 
request. 


President’s List 

At the end of each semester, full-time curriculum students (12 credit hours or more) in a major maintaining a 
semester grade point average of 4.00 will be recognized on the President’s List. All coursework must be numbered 
100 level or higher. A student with an “TI - Incomplete” grade is not eligible for the President’s List in the semester 
the “Incomplete” is received. 


Dean’s List 

At the end of each semester, full-time curriculum students (12 credit hours or more) in a major maintaining a 
semester grade point average between 3.25 and 3.99 with no grades less than a “B” will be recognized on the 
Dean’s List. All coursework must be numbered 100 level or higher. A student with an “I - Incomplete” grade is 
not eligible for the Dean’s List in the semester the “Incomplete” is received. 


Academic Warning 

Students who fail to maintain the minimum academic requirements will be placed on academic warning for the 
next semester and notified in writing of their status by the Registrar. Students on academic warning must consult 
with their advisor before registering again and can register for no more than 10 semester hours during the warning 
semester of term. Students who registered early for more than 10 semester hours for the next semester will need 
to make the necessary schedule adjustments to meet the requirements during the academic warning period. 


Students who fail to reestablish the required average during the warning semester will be placed on academic 
probation the next semester. 


Academic Probation 

Students who fail to reestablish the required average after the warning semester will be placed on academic 
probation and notified in writing of their status by the Registrar. Students on academic probation can register for 
no more than six semester hours until the minimum academic requirements are achieved. Students on academic 
probation are considered to be making unsatisfactory progress and, therefore, are not eligible for financial aid or 
VA benefits. 


Student status is calculated each semester for all full- and part-time students, excluding Special Credit students. 


Make-Up Work 


Instructors may establish procedures for make-up work. 
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Grade Changes 

Any change of grade, except course repeats and incomplete grades, must be made by the instructor and approved 
by the Dean of Curriculum. If changes are necessary and the instructor is no longer available, the decision to 
change a grade rests with the Dean of Curriculum. A grade will only be changed if an error was made in 
computing or recording it. This must be done within the first three weeks of the start of the next semester. 


Catalog of Record 

Students in continuous attendance (summer term excluded) may graduate under the provisions of the catalog in 
effect on their date of entry into their current curriculum. Changes may be made in catalog requirements between 
the time students enter a curriculum and the time they are ready to finish. Students graduate under the catalog in 
effect at the time they originally enrolled. However, if the necessary courses are not available, students will 
etaduate under the catalog in effect at the time of their anticipated graduation. The catalog of record for a student 
who does a change of program is the catalog in effect at the time the change of program becomes effective. 


Graduation 

Upon the recommendation of the faculty and the approval of the Board of Trustees, appropriate degrees, 
diplomas, or certificates will be awarded to students successfully completing the requirements of the curriculum in 
which they are enrolled. 


To graduate, students must: 


1. Successfully complete all courses and credit hours required by their program as contained in this catalog. 
Transfer students must complete at least 25 percent of the required semester hours of credit at R-CCC to 
be eligible to receive a degree, diploma, or certificate. 

2. Harned a minimum grade point average of 2.0 (“C” average) for work in the required courses of the 
curriculum for which they are applying for graduation. 

3. Apply for graduation. Prior to registering for their final semester at the College, curricular students must 
complete an Application for Graduation form, which is available in the Registrar’s Office; secure their 
advisor’s signature as verification of graduation candidacy; and return the form to the Registrar for 
certification and verification of GPA, credit hours, and required courses. 

4. Clear all financial obligations to the College. Students having an outstanding debt to the College, including 
charges, fees, fines, defaulted payments or student aid overpayments, will not be allowed to graduate or 
receive their graduation award until all debts are cleared. 


Students are responsible for knowing and meeting graduation requirements. Although a faculty advisor is assigned 
to each student to advise in planning class schedules each semester, the final responsibility for meeting all 
graduation requirements rests with students. 


Awards are issued only once a year at the May graduation ceremony. Students completing graduation requirements 
for degrees, diplomas, and certificates at points throughout the academic year must wait until the graduation 
ceremony following their completion to receive their award. Students receiving more than 1 award will receive 
recognition of all degrees, diplomas, and/or certificates earned on the printed graduation program; however, only 
the highest degree will be announced during the ceremony. 


By March 1 of each year, prospective graduates will receive notification regarding all pertinent information relative 
to commencement. All prospective graduates are required to pay a graduation fee. Those who do not wish to 
participate in the commencement ceremony are still required to pay the graduation fee. The graduation fee 
includes the printing of the actual award and other expenses associated with the graduation exercises. The 
graduation attire and other accessories are made available for purchase through an outside vendor. 
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Honor Graduates 

There are two levels of distinctions--High Honors and Honors. To be considered a High Honor graduate, the student 
must have an overall program GPA of 4.00 upon completion of any degree or diploma program. To be considered 
an Honor graduate, the student must have an overall program GPA of 3.75 to 3.99 upon completion of any degree 
or diploma program. 


Students must complete 50 percent of their course work at R-CCC. The graduating student with the highest GPA 
in a degree program may be asked to give welcoming remarks during the graduation ceremony. If the highest GPA 
is shared by several students, the remarks will be delivered by the SGA president or vice president. 


Transfer to Other Institutions 

Courses successfully completed at R-CCC with a grade of C or better may be transferred to any other college in the 
North Carolina Community College System. The transfer credit, however, does not guarantee admission into a 
specific program within an institution. 


To facilitate transferability to the University of North Carolina System, the Comprehensive Articulation Agreement 
(CAA) was developed between the UNC System and the North Carolina Community College System for transfer 
between the two systems. A number of private colleges and universities also have adopted the CAA. Students 
who complete the Associate in Arts or Associate in Science degrees may be able to transfer with junior status. 


The CAA does not address admission to an institution nor to a specific major within an institution. For detailed 
information, contact the College Transfer Division Director. 


Transcripts 

Upon written request by a student, a transcript of curricular courses taken at R-CCC will be issued to the 
appropriate institution, agency, or individual. Official copies of transcripts are $5 pet copy; unofficial copies are 
available at no cost. Transcripts will be processed daily and made available on the following day after requested. 


Please note: Delays in processing may occur during busy times, such as registration, graduation, etc. Transcripts 
are not released when the student has any indebtedness to the College. 


Verification of Enrollment 
Student may request verification of their enrollment at the College through the Registrar’s Office. Verification 
requests for the current semester will not be processed until after the census date for the semester. 


Family Educational Rights & Privacy Act of 1974 

The Family Educational Rights and Privacy Act of 1974 (P.L.93-380, S513) signed by the President of the United 
States became law as of November 9, 1974. Included in this law are requirements related to the privacy of student 
files and records. 


The law specifically states that no institution of higher education shall prevent its students from inspecting and 
reviewing “any and all official records, files, and data including all material that is incorporated into each student’s 
cumulative folder.” 


Although that act specifically refers to the access rights of parents, it provides that “whenever a student has 
attained 18 years of age or is attending an institution of postsecondary education, the permission or consent 
required of and the rights accorded to the parents of the students shall thereafter only be required of and accorded 
to the student.” 
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The only individuals or agencies authorized to see a student’s record, other than the student, without the student’s 
written consent, are school officials with “legitimate” educational interests, officials of other schools in which the 
student “intends to enroll,” and certain government representatives. Students interested in reviewing their files 
must see the Registrar or Information Processing Specialist. 


The college may disclose, without consent, "directory" information such as a student's name, address, telephone 
number, date and place of birth, honors and awards, and dates of attendance. However, if a student does not wish 
for the college to disclose directory information about them, the student should notify the Registrar in writing at 
the start of any semester while enrolled at the college. 


An amendment to the Family Educational Rights and Privacy Act of 1974 and the Campus Sex Crimes Prevention 
Act (P.L. 106-386), requires all institutions of higher education to advise their campus community of where 
information concerning registered sex offenders in North Carolina can be obtained. In accordance with this 
amendment, the following Web address contains registered sex offenders information for NC: 
http://sbijus.state.nc.us/ DOJHAHT/SOR/Default.htm. 


Student-Right-To-Know 

In accordance with the US Department of Education’s Student Right-To-Know and Campus Security Act of 1999, 
the College makes available to prospective and enrolled students the completion or graduation rate of students in 
their program. Individuals interested in reviewing the completion or graduation rate information must request this 
information from the Registrar. 
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TUITION, FEES, AND OTHER EXPENSES 





FOR CURRICULUM STUDENTS 


Tuition is set by the State Board of Community Colleges at rates approved by the North Carolina General 
Assembly and is subject to change without notice. Student fees are set by the College Board of Trustees and ate 
subject to change as well. 


Textbooks, fees, and supplies are additional expenses which vary according to the program of study. The payment 
of all tuition and fees is required at the time of registration. Any student who does not pay tuition and fees will 


have his/her schedule purged from all classes. Students may not attend class until tuition is paid in full. 


Students receiving financial aid, sponsorship assistance, and/or participating in e~-Cashier must confirm that the 
College has the sufficient payment documentation required to be officially registered for class. 


**Note: The following information apples to students enrolled in curriculum programs. For information on Continuing Education 
Sees, see the appropriate section of this catalog. 


_ TUITION AND FEES — CURRICULUM STUDENTS 


ee reap 7 anes 
aa a ee SOS 
Tuition — Non NC Residents $264.00 Per Credit Hour $4,224.00 max 
Student Activity Fee $14.25 Per Semester 1 —5 credit hours 
Student Activity Fee $30.50 Per Semester 6 — 16 credit hours 
Parking Fee $2.00 Per Semester 
Student Accident Insurance $2.00 Per Semester 
Liability Insurance $13.00 Per Academic Year Certain courses 
Technology Fee $16.00 Per Semester 
Course Specific Fee Varies Per Course Certain courses 
Transcript Fee $5.00 Each Official Copy Unofficial Copies Free 


Student ID Fee Le 00 Each Additional {st ID eee Free 


Tuition Rates 

At the publication of this catalog and effective July 1, 2015, tuition is $72.00 per credit hour, not to exceed 
$1,152.00, for legal residents of North Carolina. Tuition for out-of-state residents is $264.00 per credit hour, not to 
exceed $4,224.00. (This amount is subject to change by the State Board of Community Colleges without 
notice.) 


Student Activity Fee 

Student activity fees must be paid by day and evening students when registering for curriculum classes. The 
collected fees are used by the Student Government Association to help support students programs, athletic events, 
contests, and other activities. Fees are $30.50 each fall and spring semester if registering for six or more credit 
hours, and $14.25 if registering for less than six credits. 
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Parking Fee 


Student parking fees are charged to support the College’s parking facilities and campus security. The fee is $2.00 
per student per semester. 


Student Insurance 

All curriculum students are required to purchase accident insurance. The $2.00 fee is due at the time of 
registration. Coverage is provided while on campus, while traveling to and from campus, and during approved off- 
campus events. 


Students must submit claims for injury covered under the accident insurance provisions immediately, but in no 
instance later than 30 days, in order to benefit from coverage. All accidents must be reported to the Chief of 
Security’s Office, Student Services Building, Room 108A, within 24 hours of the date of the accident. The 
premium for accident insurance is subject to change annually. For additional information concerning coverage, 
contact the Business Office at 252-862-1214. 


Liability Insurance 

Students enrolled in certain health science and vocational programs are required to purchase professional liability 
insurance coverage. The cost of the liability insurance is currently $13.00 per year. It is the student’s responsibility 
to ensure that he/she is covered prior to attending these classes. 


Technology Fee 


A technology fee must be paid by day and evening students when registering for curriculum courses. The collected 
fees are used by the College to maintain and update computer hardware and software utilized by students. A fee of 
$16 per semester is assessed to all students. 


Course Specific Fee 


A coutse specific fee must be paid by students registering for specific courses of instruction. These fees are 
collected and used by the College to purchase items required for the course that are considered to be in addition to 
the normal supplies and materials that the College would provide. 


Transcript Fees 
Upon written request by a student, a transcript for curricular courses taken at R-CCC will be issued to the 
appropriate institution, agency, or individual. Official copies of transcripts are $5.00 each; unofficial copies are 


available at no cost. Transcript requests are made through the Business Office, located in the Jernigan Building, 
Room 102. 


Transcripts, official or unofficial, cannot be processed or released until all of the student’s financial obligations to 
the College have been satisfied. (See the Academic Regulations section for more information.) 


Student ID Card Fees 


Student ID cards are covered in the student activity fee for curriculum students; a replacement card is $5.00. See the 
Student Rights, Responsibilities, and Appeals section for more information.) 


Textbooks & Supplies 

The cost of books and supplies depends upon the program in which enrolled. Full-time students can, however, 
expect to pay at least $400 per semester. The Bookstore is located in Room 111 of the Jernigan Building. 
Operating hours are posted on the Bookstore entrance. Additional information is provided on the Bookstore page 
of the College’s website at www.tcccbooks.com . 
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Tuition Refund Policy 


Refunds are not automatic. All drop/add forms must be submitted to Student Services before any refund will 
be considered. 


A 100% refund shall be made if the student officially drops prior to the first day of classes of the academic 
semester or term as noted in the College calendar. Also, a student is eligible for a 100% refund if the class in which 
the student is officially registered is canceled due to insufficient enrollment. 


A 75% tefund shall be made if the student officially drops from the class(es) prior to or on the official 10% point 
of the semester. Student fees are NOT refundable. 


Federal regulations, if different from above, will overrule this policy. 
To be eligible for a tuition refund, the student must: 


1, Officially register and pay tuition and fees. 
2. Process and submit a Drop/Add Registration Change Notice form to the 
Registrar’s Office no later than 10% point of the term as defined above. 


For additional information regarding refunds, contact the Business Office staff at 252-862-1214 or Student 
Services staff at 252-862-1200. 


Bookstore Refund Policy 

The College Bookstore is managed and operated by Nebraska Book Company. Therefore, the College does not set 
the policies or rules. The Bookstore refund policy is subject to change without notice. Items may be returned to 
the Bookstore within five days of the date of purchase in their original packaging and with a receipt. Ifa class is 
cancelled, the Bookstore will accept the textbook as a return with a receipt and proper documentation and/or 
notification of the class cancellation by the appropriate College employee. Additional information is provided on 
the Bookstore page of the College’s website www.roanokechowan.edu. 


Title IV Federal Refund Policy 

Title IV Federal Programs include, but are not limited to, Pell Grant and Supplemental Education Opportunity 
Grant (SEOG). Title IV Federal Financial Aid students who withdraw or stop attending the College will have their 
financial aid recalculated according to the Higher Education Amendments of 1998, 34 CFR part 668.22. Some 
grant recipients may Owe a repayment to both the College and the Federal government as a result of this 
recalculation. Students will be notified if repayment is due. 


Withdrawal from Course(s) 
Students who receive financial aid from any of the Title IV Federal Programs (as listed above) may be responsible 
for repaying a portion of their aid if they withdraw, drop, or stop attending classes during the refund period. 


Withdrawal from classes may also affect eligibility for financial aid for the following semester or academic year. 
Students will be notified if monies are due the College. 


Past Due Accounts/Outstanding Debts 

Any student who fails to resolve any outstanding debt to the College will not be permitted to register for classes, 

receive academic or financial aid transcripts, receive a diploma or certificate, and/or participate in graduation. In 

addition, past due accounts 90 days or older will be turned over to the NC Department of Revenue’s Debt Setoff 
program. 
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Payment Plans/Options 
The College provides students with the following payment options to cover tuition, fees, books, and supplies to 
those who qualify: 


e Financial Aid and Scholarships— refer to the Financial Aid section of this catalog or contact the 
Financial Aid Office for information. 


e Third Party/Sponsorship Agreements — A student’s tuition, fees, and/or books may be covered 


through an agreement with the local Employment Security Commission, an employer, Veteran’s 
Affairs, and other agencies and/or companies. The sponsorship agreement must state the amount 
of tuition, fees, books, and/or supplies covered and received by the Business Office before classes 
begin for the academic semester. Sponsored students must complete a Third Party Billing 
Agreement each semester, at the Business Office, in order to ensure that charges are properly 
deducted from their sponsorship. All questions or concerns can be directed to the Business Office 
located in the Jernigan Building, Room 102 (252-862-1229). 


e Student Payment Plan — For $25 per semester, students may set up an interest-free monthly 
payment plan to cover the cost of their tuition and fees. This plan is sponsored by Nelnet Business 
Solutions (e-Cashier). Books may not be included in this payment plan and must be purchased by 
other means. Payment drafts that are not allowed due to insufficient funds or account numbers 
that do not exist will be charged a nonrefundable fee of $25 for each occurrence by Nelnet. 
Additional information is provided about e-Cashier at www.roanokechowan.edu/e-cashier.html or 
by contacting the Business Office Cashier at 252-862-1214. Availability of e-Cashier is determined 
by Roanoke-Chowan Community College. Please be aware that the College may elect not to have 
e-Cashier available during specific times and dates during registration. It is the student’s 
responsibility to confirm with the Business Office that his/her account has been set up properly 
and will cover all tuition and fees for the semester to ensure that his/her schedule does not get 
purged from the system. It is also the student’s responsibility to notify the Business Office of any 
changes made to his/her schedule to ensure that their payment plan is adjusted accordingly. 


““NOTE: Financial aid is not considered earned until the Financial Aid office verifies attendance and requests for 
awards to be applied to student accounts. Students with financial aid should understand that aid will not be 
applied to their account until the disbursement date published on the College calendar and therefore any payments 
they have contracted with Nelnet (e-Cashier) to draft from their account will continue and be posted on schedule. 
Once financial aid is actually applied to their account, then the balance that Nelnet reflects will be adjusted. 


Please do not assume your balance will automatically be adjusted if you add or drop a class or if you receive 
financial aid. You should review your agreement balance online through MY FACTS Account or call the 
Roanoke-Chowan Community College Business Office at 252-862-1214 to confirm the change. Once e-Cashier 
has been turned off for a semester, a student cannot make changes; however, in some cases the Business Office 
can adjust the account if given permission in writing by the student. 
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: “ FINANCIAL AID 


The primary purpose of R-CCC’s financial aid program is to ensure that qualified students are not denied an 
Opportunity to pursue a college education because of economic disadvantages. Our student focused staff are 
empowered to help students and their families seek, obtain, and make the best use of all financial resources 
available. Grants, scholarships, and a federal work-study program are available to help eligible students cover the 
cost of tuition, fees, books, and other related expenses. 


Students interested in applying for financial assistance must complete the Free Application for Federal Student Aid 
(FAFSA). The form must be submitted in one of the following ways: 
e Students may complete the online application at www.fafsa.ed.gov. 
e Students may contact the Federal Student Aid Information Center toll-free at 1-800-433-3243 and request 
up to three (3) copies of the paper application which must be completed and mailed in to the federal 
processor in the envelope provided. 


e Students may download a PDF version of the FAFSA at www.FederalStudentAid.ed.gov and mail it in to 
the federal processor. 


You must reapply each year. Renewal is not automatic. You should complete the application as soon as possible 
after January 1“ of each year. To be considered for financial aid, applicants must be enrolled in an eligible 
curriculum leading to a degree or diploma, students must have a high school diploma or GED in which the 
transcript has been received by R-CCC’s Admissions Office, students must be meeting and maintaining satisfactory 
academic progress, and a student may not owe a repayment on a grant or be in default on an educational loan, in 
addition to any other criteria set by the US Department of Education. 


Priority Dates 
In order to provide adequate time for processing and awarding financial aid prior to the start of classes, priority 
dates are identified for each semester. 


Fall Semester — July 15" 
Spring Semester — November 1* 


If you submit your financial aid application after the established priority dates, you must be prepared to pay for 
your tuition, fees, and books. Please be aware that it takes approximately eight to twelve weeks to process the 
application. 


If a student's financial aid eligibility has not been determined before the start of the semester, the student will need 
to be prepared to pay for tuition, fees, and books out of pocket or will need to set up a tuition payment 

plan. Emergency assistance is available, but limited on a first come-first serve basis. Once eligibility has been 
determined, the student will be reimbursed for the amount of financial aid he or she is eligible for minus any funds 
due to the college. 





Financial Aid Programs 

Listed below are brief descriptions of federal, state, and institutional financial aid programs available to R-CCC 
students. If you would like more specific information regarding any of these programs, please contact the Financial 
Aid Office. 
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Federal Pell Grant is the largest student aid program. All undergraduate students who have not received their first 
baccalaureate degtee are applying for a Federal Pell Grant when they complete the FAFSA. In order to quality for 
a Pell Grant, students must have exceptional financial need as determined by federal methodology and be enrolled 
for at least one credit (not audit or hours classified as “permit”) hour. It is awarded by the US Department of 
Education using a standard formula. 


Federal Supplemental Educational Opportunity Grant (FSEOG) is designed for students exhibiting 
exceptional financial need. Funding is limited, so grants are awarded to a limited number of students. 


Federal Work-Study Program (FWS) provides part-time employment opportunities to eligible students to earn 
money to help pay college expenses. Students participating in this program are employed in the library, 
administrative and faculty offices, and various other departments. To apply, students must complete the Free 
Application for Federal Student Aid (FAFSA) and a work-study application available in the Financial Aid Office. 
Students must be enrolled in at least six (6) credit hours per semester in a curriculum program and must meet the 
satisfactory academic progress requirements of the institution. 


North Carolina Community College Grant (NCCCG) is available to North Carolina residents who 
demonstrate financial need and are enrolled at North Carolina community colleges. Students must complete the 
FAFSA by the published deadline and list a NC Community College as one of the top three choices of institutions. 
Students must be enrolled in at least six (6) credit hours per semester in a curriculum program and must meet the 
satisfactory academic progress requirements of the institution. The North Carolina State Education Assistance 
Authority in conjunction with College Foundation of North Carolina administers this program. 


North Carolina Education Lottery Scholarship (NCELS) was created by the 2005 General Assembly to 
provide financial assistance to needy North Carolina students attending eligible colleges and universities located 
within the state of North Carolina. Students must be a North Carolina resident for tuition purposes, must be 
enrolled in at least six (6) credit hours per semester in a curriculum program, and must meet satisfactory academic 
progress requirements of the institution. It is offered by the North Carolina State Education Assistance Authority 
through College Foundation of North Carolina. 


Child Care Assistance Program Grant is available to parents who have children up to age 5 to help provide 
assistance in paying their day care cost while they are in school. Students must be a North Carolina resident for 
tuition purposes, must be enrolled in at least six (6) credit hours per semester in a curriculum program, and must 
meet satisfactory academic progress requirements of the institution. Funding is limited, so students are 
encouraged to apply early. 


Forgivable Education Loans for Service (FELS) was established by the North Carolina General Assembly in 
2011, the Forgivable Education Loans for Service provides financial assistance to qualified students enrolled in an 
approved education program and committed to working in critical employment shortage professions in North 
Carolina. Students must be a legal North Carolina resident for tuition purposes and must have a cumulative grade 
point average of 2.80 at the time of application. Students must also register with the Selective Service System, if 
requited; must not be in default, or does not owe a refund, under any federal or State loan or grant program; 
maintain satisfactory academic progress requirements of the institution; and be willing to work in NC ina 
designated critical employment shortage profession. 


Targeted Assistance scholarships are awarded to students enrolled in credit or non-credit programs having an 
enrollment substantially less than the program capacity, but for which there is a high demand in the local area. 


Less than Half-Time provides financial assistance to students enrolled less than half-time who meet other 
specific criteria. 
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Golden LEAF Scholarship is available to assist Hertford, Northampton, Gates, Halifax, and Bettie county 
residents negatively impacted by the decline in the tobacco industry pending availability of funds. 


Roanoke-Chowan Community College Foundation Scholarships are made available through the R-CCC 
Foundation, various individuals, businesses, and civic and service organizations. Awards are determined annually 
and are subject to the availability of funds. The scholarship application deadline may vary each year. 


North Carolina Community College Scholarships are available to students based on different factors such as 
academic performance, county of residence, program of study, enrollment status. Students should contact the 
financial aid office for more information and individual scholarship applications. 


North Carolina Community College Loan Program and R-CCC Emergency Loan Program was designed to 
provide short-term loans to students who need assistance with the cost of tuition/fees. Loans must be repaid prior 
to the end of the semester/term in which the loan was received. Students failing to make repayments in a timely 
manner will receive written notice from the college. Unpaid accounts will be referred for collections. 


Scholarships are provided each year through the Roanoke-Chowan Community College Foundation, Inc., and by 
the generosity of local industries, businesses, professional organizations, civic clubs, and individuals. The 
scholarship program consists of two types of awards: merit-based scholarships and need-based scholatships. While 
the majority of scholarships are need-based, others are awarded based upon specific criteria stipulated by the 
donor. Awards usually provide tuition assistance and require the recipient to maintain a minimum GPA (grade 
point average). Scholarships are awarded for one academic year beginning with the fall semester, with preference 
given to second year students. Students must reapply each year by completing the FAFSA (Free Application for 
Student Financial Aid). The Financial Aid Office and the College’s website provide scholarship information and 
application forms and deadlines. 


WIA (Workforce Investment Act), NAFTA/TAA (North America Free Trade Agreement/Trade 
Adjustment Assistance) or Dislocated Worker are federally funded programs that help cover the cost of tuition, 
fees, books, and/or supplies for students enrolling in certain programs and who, according to the Employment 
Security Commission/NC Works Guidelines, are economically disadvantaged. Detailed information can be 
obtained from the local Employment Security Commission Office. 


Eligibility Requirements 


Financial aid is awarded primarily on the basis of need. In addition, financial assistance depends on the availability 
of funds. To be considered for financial aid, applicants must meet the following criteria: 

1. Be enrolled or accepted for enrollment in an eligible program at Roanoke-Chowan Community College; 

2. Bea citizen or an eligible non-citizen of the United States with a valid Social Security Number; 

3. Be an undergraduate student who has not previously received a bachelor’s degtee; 

4. Demonstrate financial need; 

5. Have a high school diploma or GED certificate; 

6. Be making satisfactory academic progress requirements of the institution; 

7. Not be in default, or does not owe a refund, under any federal or State loan or grant program; 

8. Meet any applicable program or degtee-specific criteria; 

9, Must have resolved any drug conviction issue; and 

10. Any male required to register with Selective Service at any time must have done so to receive aid. 


Debts 


Students having an outstanding debt to R-CCC will not be allowed to register, graduate, receive a diploma or 
certificate, or receive or have an academic transcript forwarded until all debts have been cleared. 
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Students in default of federal student loans or repayment of grants at any college cannot be awarded federal 
financial aid until repaid or satisfactory repayment arrangements have been made. 


Satisfactory Academic Progress for Financial Aid 
The Higher Education Act of 1965, as amended by Congtess in 1980, mandates higher education institutions to 
establish minimum standards of satisfactory academic progress for students receiving financial aid. R-CCC makes 
these standards applicable to all Title IV aid. These standards are evaluated at the beginning of each academic year 
or period of re-enrollment, after each semester for diploma programs, and at the end of each semester in which a 
student was on academic warning. To receive Title IV financial aid funds, students must meet the following: 

1. Successful completion of a minimum percentage of attempted coursework. 
Students must pass 67% of the courses for which they register including developmental coutses. 
Maximum time frame in which a student must complete their program of study. 
Federal regulations require completion of a program of study within 150% of the published length of an 
academic program. All courses attempted are included. This includes transfer hours, courses taken in a 
different program of study, courses taken in which no financial aid was received. 
3. Grade Point average requirements 

To be eligible or to continue to receive financial aid, students must have a cumulative GPA of at least a 2.0. 
4, Developmental Studies 

Students may attempt up to 30 credit hours of developmental coursework. Students needing to enroll in 

developmental courses beyond 30 credit hours will not receive any financial assistance. 
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Financial Aid Warning and Probation 

Students who fall below the minimum cumulative grade point average requirement and/or do not complete the 
required number of credit hours during any semester will be placed on financial aid warning for the next semester. 
Students will be allowed one (1) semester of warning. Students who are on financial aid warning and who fail to 
meet the minimum requirements after the semester of warning will be placed on financial aid probation. Students 
on probation are not eligible for financial aid. Students may appeal probation by completing an Appeal for 
Financial Aid Application in the Financial Aid Office. 


Return of Title [V Funds Policy 

The U.S. Department of Education requires each Financial Aid Office to calculate a Return of Title [V Funds for 
any student who withdraws completely, or does not otherwise complete the term of enrollment in which the 
student received federal financial aid. If a student recetving financial aid withdrawals from the college after 
beginning attendance, the amount of federal financial aid assistance earned by the student must be determined. The 
student’s last day of attendance at the college is used to determine the percentage of Title IV earned. If the amount 
disbursed to the student is greater than the amount earned, the unearned funds must be returned. Generally when 
a student owes a Return of Title IV, the school and the student both have a responsibility to return funds. The 
student will receive a letter from the Financial Aid Office stating the amounts they owe to both the US 
Department of Education and the amount they would then owe the College. Payments can be accepted for the US 
Department of Education for 45 days at the college. After that time it would be referred through the National 
Student Loan Data System as an overpayment. If the amount due to the college has not been paid within 90 days it 
will be reported to the North Carolina’s Department of Revenue for collections. 


Financial Aid Reinstatement 

When financial aid is terminated, it may be reinstated through the appeals process or by personally paying 
education costs and meeting satisfactory progress requirements. Upon meeting the satisfactory progtess, aid will be 
reinstated the subsequent semester. Retroactive payments of financial aid are prohibited for semesters in which 
unsatisfactory progress was made. 
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Appeal of Financial Aid Termination 

Students given notice of financial aid termination are entitled to procedural due process and may appeal the 
decision. Students may appeal their termination of eligibility for financial aid only for “extraordinary 
circumstances.” Satisfactory academic progress appeal request forms are available in the Financial Aid Office. All 
forms must be completed and accompanied by appropriate documentation. All satisfactory academic appeal 
requests will be reviewed by the SAP Appeal Committee. 


In all cases, termination of financial aid will remain in effect throughout the appeal process. 


Financial Aid Standards 
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Roanoke-Chowan Community College’s Forgiveness Policy does not apply for financial aid purposes. 
Financial aid (Title IV) will be limited to 30 credit hours of developmental courses. 


No Title IV aid will be awarded for AU (audit) grades or CE (credit by proficiency exam) or NE (never 
attended). AU grades will not be calculated in measuring satisfactory academic progress. 


Payments are based on the number of credit hours for which the student is enrolled as of the census date 
of the term and for which attendance can be verified at the time of payment. 


Students must register for every course they plan to take during early registration and/or the regular 
registration period at the beginning of each semester regardless of when the course begins. 


Students, who charge books and/or supplies and do not attend classes, must repay those charges. 
Students may only use courses that count towards their degree to determine enrollment status. 


Cosmetology and Barbering Programs must be calculated using clock hour conversions. This is a formula 
provided by the US Department of Education and it could result in a change to your award amount. 


Generally, financial assistance is awarded for an academic year (Fall, Spring, & Summer). Students should 
plan their finances accordingly. 


For federal financial aid purposes, full-time students are defined as those students who are enrolled in 

courses required for their major for 12 or more credit hours each semester; three-quarter time students are 
those enrolled for 9 to 11 credit hours each semester; half-time students are those enrolled for 6 to 8 credit 
hours each semester; less than half-time students are those enrolled for 1 to 5 credit hours. 


It is the student’s responsibility to ensure that the Admissions Office has the correct mailing address. This 
is the address the financial aid refund check would be mailed to. 


Service Members Opportunity Colleges 
The College is designated as an institutional member of Service Members Opportunity Colleges (SOC), a group of 
more than 400 colleges and universities providing voluntary postsecondary education to members of the military 
throughout the world. As an SOC member, R-CCC recognizes the unique nature of the military lifestyle. The 
College is committed to easing the transfer of relevant course credits, providing flexible academic residency 
requirements, and crediting learning from appropriate military training and experiences. 


Veterans Assistance 

The Veterans Administration (VA) sponsors the following educational assistance programs for qualifying veterans 
and other eligible persons: Chapter 30, 31, 32, 33, 34/30, 35, 1606, and VRAP. College programs are approved by 
the NC State Approval Agency for educating and training veterans, dependents of deceased or disabled veterans, 
and members of the Selected Reserve under Title 38 of the US Code. 


Incoming veterans must meet with the College’s VA Certifying Official to apply for VA benefits. Students 
receiving benefits must maintain satisfactory attendance and satisfactory academic progress. Students must be 
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enrolled in an eligible curriculum leading to a degree or diploma, students must have a high school diploma or a 
high school equivalency diploma in which the transcript has been received by R-CCC’s admissions office, students 
must be meeting and maintain satisfactory academic progtess, in addition to any other criteria set by the US 
Department of Veterans Affairs. Any course within the designated curriculum undertaken by students and carried 
after the formal drop/add period is included when determining student status. Benefits will not be received for 
courses previously passed or for taking courses not approved as part of the curriculum. 


If placed on academic warning, students will have the next semester to raise their GPA up to the requirement. If a 
student does not meet the minimum cumulative GPA at the end of the warning semester, the certification to the 
VA will be terminated and benefits will stop. Students who fail to maintain the required GPA will be placed on 
academic probation. Students on probation are not eligible for VA benefits. The minimum cumulative grade-point 
average (GPA) as outlined under the guidelines for academic satisfactory progress must be maintained. However, 
once the GPA returns to good standing, benefits can restart. Please notify the VA Certifying Official to restart 
benefits. Specific details regarding other VA requirements can be obtained from the College’s VA Certifying 
Official. Visit the Student Development Services office. 
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ACADEMIC AND SUPPORT SERVICES 


Academic Advising 

To assist students in their academic programs, the College has established an advising plan where every student is 
assigned a faculty advisor by the Office of Student Development Services. Each semester, the advisor helps plan 
the student’s course schedule, keeps a record of progress, and is available for additional counseling. Advisors, as 
well as counselors, make every effort to provide guidance to students. However, the final responsibility for meeting 
all academic requirements rests with the student. 


The faculty advisor system is designed to make a contribution to the students’ educational progress. Students who 
have declared curricula are assigned a faculty advisor. Students may know their advisors not as instructors, but also 
as one from whom they may receive assistance in program planning, scheduling, and registration. The objective of 
the faculty advisors are as follows: 


1. To have a conference with each new advisee as soon as possible to get acquainted. 

2. To be alert to student problems in order to assist the student in both academic and personal matters. 
(Problems which the advisor feels unqualified to handle should be referred to the counselot’s office.) 

3. To assist the individual student in planning an academic schedule to meet course prerequisites and 
curriculum requirements. To assist the student in completing the program tracking sheet. 

4. To maintain an academic progress file on each advisee. (This file should include grade reports, a graduation 
information sheet, and a program tracking sheet.) 

5. To post office hours, showing when available for consultation with students. 

6. To serve, upon request of the student, as the student’s representative in conferences where decisions 
affecting status are made. 


Academic Resource Center (ARC) The ARC, located in Jernigan Building, Room 135, is a center designed to 
promote and enhance faculty, staff, and student engagement. In this student centered learning environment, 
students will receive academic support to help them reach their academic potential. An array of services are 
provided to include: tutoring, academic planning, career services and computer assistance. Normal operating hours 
are Monday-Friday from 8:00 a.m. -7:00 p.m. during the fall and spring semesters. 


Bookstore 

Located in Room 111 of the Jernigan Building, the bookstore carries a variety of items useful to students, such as 
textbooks, supplies, etc. The Bookstore policy for refunds states items may be returned within five days of date of 
purchase. The item must also be in original packing. The receipt is needed in order to return merchandise. No 
receipt, no returns. If a class is cancelled, the Bookstore will accept the textbook as a return with a receipt and 
proper notification of the class cancellation by the College. Operating hours are posted on the bookstore entrance. 
Textbook information is provided on the Bookstore website at www.rcccbooks.com/ . 


Career Services 

Located in Room 214 of the Student Center, the Career Services/Job Placement Center provides guidance, 
support, and resources to R-CCC students and alumni with their life-long career development. The Center offers 
interest inventories, resource materials, workshops, and counseling to help students clarify and develop career 
goals. Services such as resume writing, interviewing techniques, job-seeking skills, etc. are available through a 
partnership with the Employment Security Commission/NC Works, located in the DuPont Davis Building. 
Assistance is also provided by the College’s Career Coach. The Career Coach office is in Room 111-M, Student 
Services. 
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Counseling Services 

Guidance and counseling are an integral part of the overall educational program at the College. Students have the 
opportunity to discuss personal, academic or vocational concerns with a counselor. The counselor assists students 
in career planning, academic advising, placement testing, and referral services. The counselor works closely with 
faculty to identify and address specific needs of students. Counseling services provides an array of success 
workshops and seminars to enhance the student’s academic achievement and career development. Students are 
seen on an individual basis and ate encouraged to schedule appointments; however, walk-ins are welcome. For 
further information contact the counsel at (252) 862-1293. 


Disability Services 
The College fully supports the Americans with Disabilities Act (ADA) and is committed to providing reasonable 
accommodations in order for disabled students to achieve and maintain their maximum learning potential. 


Students with a special need should contact the Director of Admissions /Student Advisement. Students who self- 
identify their disability and request accommodations must provide documentation from a qualified professional 
that supports the request for accommodations. Also, students requesting accommodations from the College must 
have a disability as defined by Section 504 of the Rehabilitation Act of 1973 and the Americans with Disabilities 
Act (ADA). While self-identification and providing documentation can be initiated at any time; the student must 
allow reasonable time for accommodations to be implemented by the College. Designated parking spaces for the 
disabled are located conveniently near each building. For further information contact the admissions director at 
(252) 862-1225. 


Distance Learning 

The College offers distance learning courses that provide students with the opportunity to earn college credit in non- 
traditional methods. These courses are taught by college faculty and may include Internet-based courses, hybrid, and 
courses offered via videoconferencing via the North Carolina Information Highway (NCIH). These courses are listed 
in the curriculum course schedule each term and include College Transfer general education courses such as att, 
biology, chemistry, English, history, literature, math, music, psychology, and sociology as well as studies in business, 
criminal justice, education, information technology, human services technology, medical and office systems, and other 


fields. 


The North Carolina Community College System has provided definitions and codes for various types of distance learning 
classes: 


* Cooperative Education — CP -Instruction consisting of the integration of traditional classroom learning 
with supervised work experience and where there is no Internet requirement. 

e Digital media —DM — College credit or continuing education course where 
100°/o of the instruction is delivered by non-telecourse digital video or media resources. 

* Hybrid —HY — College credit or continuing education course where the primary 
delivery is online with a requirement that students also meet in traditional face- 
to-face sessions as determined appropriate by the college. 

* Independent Study —IS —Self-paced course in which a student progresses through the instructional 
materials at their own pace, regardless of method of delivery. 

* Information Highway/Two-way Video —IH —College credit or continuing education course where 
100°/o of the instruction is delivered by two- or more way video. 

* Online — OL — College credit or continuing education course where 100" of the instruction is delivered 
through the Internet. 
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* Traditional —TR — College credit or continuing education course where the instructor and students meet face- 
to-face,according to designated dates/times/location and where thete is no internet or other method of 
delivery requirement. 

* Web-supported or Web-assisted — WB — College credit or continuing education course where the primary 

delivery is via traditional face-to-face method with a requirement that students have internet access asa 

supplemental part of the course. 


Distance learning students register and pay tuition and fees in the same manner as traditional students, but those taking 
online or hybrid classes may not have to come on campus as often or at all. 


Students who have registered for Internet-based courses such as online or hybrid classes should complete a Moodle 
orientation, either the online Student Orientation to Moodle course or one of the face-to-face orientation sessions 
offered on campus at the beginning of each semester, before beginning coursework. 


Online and hybrid courses are also offered through Continuing Education for individuals wanting to learn specific 
skills. These courses offer professional development opportunities for educators, professionals, and individuals interested 
in enhancing their skills. Alllearners taking Internet, or hybrid courses must have access to a computer with Internet 
accessibility, be computer literate,have access to Microsoft Office Suite (Microsoft Word,Excel, PowerPoint) or similar 
products, and have at least 5-10 hours per course each week for completing course assignments. 


The College's online learning management system (LMS) is Moodle. The Moodle online environment can be accessed 
through our college's Web site or directly through its URL at http://moodle.roanokechowan.edu. All courses at R- 
CCC, including traditional, online,and hybrid classes, use the Moodle environment. Online classes use Moodle as their 
primary instructional environment. Class discussions, tests, and other activities are completed online. Hybrid classes use 
both Moodle and on-campus sessions for instruction. In traditional classes, Moodle is used to share resources to 
enhance on-campus instruction. 








The College's communication system is Google Mail (Gmail). All students and faculty have Gmail accounts as well as 
access to other Google resources. | 


As a new student, once you have registered for classes, you are expected to complete the Student Orientation to Moodle 
course. You are permitted to self-enroll in the Moodle orientation course once you have completed the application and 
registration process of you may login as a guest if your username and password have not yet been created. On- 
campus Ofientation sessions are also available each semester if you prefer a face-to-face session. Check the front page of 
Moodle at http://moodle.roanokechowan.edu/ for dates and times of on-campus orientations. 








If you are interested in previewing our Moodle environment to determine if online learning is right for you, you may 
also login as a guest to preview the Moodle Orientation course. You will also be able to preview several Moodle course 
assignments. 


Associate of Arts Degree Online 
Roanoke-Chowan Community College’s 2-year Associate of Arts College Transfer Degree, consisting of the first 2 


years of a 4-year college degree, is available online. 


Those who complete the AA degree at the community college are eligible to transfer to one of the 16 University of 
North Carolina colleges as well as many private colleges such as Chowan University and Barton College. Those 
who meet the requirements are guaranteed entry into one of the 16 UNC colleges. Entry into a specific college is 
not guaranteed. 
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prehensive Articulation Agreement at their Web site for the specific requirements and 


options. 


Student Readiness for the Online Program 
The AA online program is designed for students who are prepared for college-level work. If you require remedial 


classes in math, English, or reading, you may need to take on-campus developmental classes before entering the 
online program. 


Contact your academic advisor or the College’s Distance Learning Director for more information. 


Institutional Services & Live Projects 

Under certain circumstances, curricular students or classes may be utilized to provide services or live projects for the 
College and outside public agencies. Arrangements and agreements for such must be made between the lead faculty, the 
Dean of Curriculum, the Dean of Finance, and the President. The activities involved in providing services must bea 
part of the regular training of students, and this information must be contained in the agreement to provide services. 


Any live project conducted in the Continuing Education and Workforce Development Division must be relevant to the 
training and approved by the division's dean and the Dean of Finance prior to beginning the live project. 


Learning Resources Center 

The Learning Resources Center (LRC) provides library, audiovisual and computer-assisted instruction services to 
support and enrich the College’s instructional programs. The LRC is open to community residents, students and 
employees. 


During the spring and fall, LRC hours are 8:00 a.m. - 7:30 p.m. Monday, Tuesday, and Thursday and 8:00 a.m. - 5 
p.m. on Wednesday and Friday. LRC hours vary during the summer semesters. 


Library Services 

Users must have a library card to check out materials from the LRC. Community residents may request an initial 
patron card free of charge at the Circulation Desk. A validated student ID card serves as a library card for R-CCC 
students. 


R-CCC was the first in the NC Community College System to use an automated library catalog. The union catalog 
makes it possible for users to see and request materials via interlibrary loan from other NC community college 
libraries. Interlibrary loan services are also available by user request through WorldCat. Online access to the NC 
Community College catalog may be gained through the library’s webpage at 
https://www.roanokechowan.edu/library-homepage.. 


The LRC also offers a coin-operated photocopying machine, a fax machine, printing services, community and 
group study rooms, DVDs, CDs and audio books. Internet access is available for registered library patrons. 
Wireless Internet access is available to all library users. 


The library maintains a comprehensive reference collection and general collection. The LRC houses more than 
25,000 items, maintains a print periodical collection and subscribes to several online databases for student use. 


The LRC provides access to high quality resources such as periodicals, national and local newspapers, professional 
journals, research articles, e-books, audio books, and online videos through the databases, NC LIVE and SIRS. All 


databases can be used by registered students. 
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Audiovisuals 
Audiovisual equipment and materials are available for in-house and community group use. Some items are 
restricted for in-library use or instructor use only. 


Computer-Assisted Instruction Lab 
The Computer-Assisted Instruction Lab (CAI Lab) provides access to computers and maintains software to 
support R-CCC’s curricular programs. 


The lab’s computers may be used to access online courses, prepare reports, term papers, or other school-related 
materials. Users must abide by the College’s and LRC’s Computer Acceptable Use Agreement and all policies 
posted in the lab. 


More questions? 
Contact the LRC by phone at (252) 862-1209, by email at Ire@roanokechowan.edu or chat with us by visiting 


www. libguides.roanokechowan.edu 





NC Works Center 

NC Works Career Center provides students and the general public with user-friendly services and information 
regarding employment and training on the main campus. Job placement, resumé writing, interview preparation and 
a vatiety of career-related assessments ate available in the NC Works Centers. Local agency representatives staffing 
the NC Works centers include NC Employment Security Commission, Mid-East Commission, Vocational Rehab 
Services, CADA, WIA and Dislocated Workers, National Center for Aging, Youth at Work, and Department of 
Social Services. For more information, visit the NC Works Center in the Dupont Davis Building or call 252-862- 
1257, 


New Student Orientation 

Orientation for new students is conducted during the summer prior to the start of the new academic year. A series 
of “One Stop” registrations are conducted from May through July. During the “One Stop” sessions, new students 
attend an orientation session, complete placement testing, register for classes, and if needed, may meet with the 
financial aid staff. 


In addition, the College offers a one-credit hour ACA 122 College Transfer Success course, which all new 
curricular students should take the first semester they register. The course is designed to help students function 
effectively within the College’s environment to meet their educational objectives (see “Course Descriptions” for 
more details). 


Note: Only certain programs accept this one-credit hour as part of the number of credit hours completed for 
graduation, but it is always counted as part of a student’s course load. 


Patron Services 

Certain curricula provide services to patrons or clients as part of the students’ educational program. The priority 
of rendering services is as follows: (1) students, (2) employees, (3) families of students and employees, and (4) 
persons with no connection to the College. 


Patrons served by these curricula need to be aware that the College cannot guarantee workmanship and will accept 
no responsibility for damages incurred. Patrons or clients will be asked to sign a waiver to that effect. They also 
must provide costs for parts, materials, and necessary supplies involved in providing services. 
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Shops and Facilities 

Department chairs/Program coordinators are responsible for supervising and scheduling activities for their 
respective lab/shop facilities, which must be closed and secured when not in use by students or personnel. 

Anyone wishing to use any lab/shop beyond regularly scheduled time may do so only with special permission from 
the appropriate department chair/coordinator. 


No work of a commercial (for profit) nature may be done in any lab/shop facility. Work performed in a lab/shop 
must be directly related to course objectives. Fees for parts, supplies, or services may be charged only in 
accordance with college procedure. 


Student Activities 

A student activities program is developed and sponsored annually by the SGA and the Student Activities 
Coordinator. Such activities may include intramurals; club memberships; sporting events; and educational, cultural, 
and social events. Any other type of curricular department social functions must be appropriately approved. 
Students are expected to conduct themselves with honor and exhibit high standards of responsible citizenship 


during all college functions whether on or off campus. For more information contact the Student Activities 
Coordinator at (252) 862-1248. 


Student Government Association 

The purpose of this organization is to promote in each student a personal sense of pride and responsibility in the 
College and to accept his or her democratic responsibilities as an American citizen. The Student Government 
Association (SGA) acts as an intermediary between the student body and the administration of the College, serving 
as a student forum representing the student’s views to the College’s faculty and administration. It also cooperates 
with the administration in the coordination and the supervision of student activities. All students who pay activity 
fees are members of the Student Government Association. 


Roanoke-Chowan Community College encourages students to participate in the institution’s decision making 
ptocess. They are encouraged to participate in the Student Government Association through which the president 
serves as a non-voting member of the Board of Trustees. In addition, there are several institutional committees 
where student input is needed and volunteers are sought. Students interested in serving should contact the advisor 
to the SGA. The advisor to the SGA is the Student Activities Coordinator. The student body elects SGA officers 
annually. Officers serve from election until the end of the next spring semester. For more information contact the 


Student Activities Coordinator at (252) 862-1248. 


Student Clubs and Organizations 

There are several chartered campus clubs. These groups sponsor many events for the entire campus, as well as 
those planned for their own members. Students are encouraged to take an active role in clubs on campus and to 
establish other clubs and organizations that fulfill the objectives of Roanoke-Chowan Community College. For 
more information contact the Student Activities Coordinator at (252) 862-1248. 


Student Support Services 

The Student Support Services (SSS) program is a federally-funded TRIO program that offers a variety of 
academic and support services for eligible students. SSS provides opportunities for academic development, assists 
students with basic college requirements, and serves to motivate students toward successful completion of their 
educational programs. The goals of SSS are to increase the college retention and graduation rates of its participants 
and facilitate the transfer of these participants to four-year colleges and universities. All services are FREE to 
program participants. 
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Services include the following: 
e Tutorial assistance 


e Personal, academic, financial, and career counseling and referrals 

e Assistance with educational planning 

e Computer assistance in supervised labs 

e Study skills and personal development/enrichment workshops and seminars 
e Financial literacy education and training 

e College transfer assistance 


e Cultural enrichment activities 


To participate in the program, students must meet certain eligibility requirements and complete an application 
form. Forms may be obtained from the Student Support Services Office. For more information, call (252) 862- 
1303. 


Work-Based Learning 

Work-Based Learning is an educational program that combines classroom instruction with practical work 
experience that is directly related to a program of study. The program helps students develop employability 
competencies — competencies that the college has identified as critical to success in the workplace. The program 
grants semester credit hours that apply toward the graduation requirements of specific curricular programs. These 
programs are state-approved and include, but are not limited to: Information Systems Technology, Medical Office 
Administration, Office Administration, Criminal Justice Technology, Air Conditioning, Heating, and Refrigeration 
Technology; and Welding Technology. 


COMPUTER NETWORK ACCEPTABLE USE POLICY 


The primary purpose of the Roanoke-Chowan Community College computer network is educational. The 
college’s mission is to enhance economic development and the quality of life in our community through an 
environment of academic excellence, dedicated to educating a diverse population for success in the workplace and 
in higher education. All users must understand this purpose. 


The users of R-CCC’s network (all of R-CCC’s computer resources and computer network) must rely on the 
honesty, integrity, and respect for the rights of others and on a conscious effort to be of service to others and the 
community. The following information assists the users in making such assessments. 


Examples of Acceptable Use Encouraged by Roanoke-Chowan Community College: 
Acceptable Use of Computers and the Network for: 

Obtaining and spreading knowledge. 

Gathering research material and data. 

Analyzing data. 

Providing data and research in support of public service. 

Preparing course materials. 

Enhancing educational approaches and teaching methods. 


Enhancing course work. 
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Developing surveys and administering targeted demographic surveys. 
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Users are responsible for their actions and activities on R-CCC’s network, including responsibility for becoming 
informed of and complying with license and copyright provisions of the software they use. Unacceptable use of 
the network will result in suspension or revocation of those privileges. 


Unacceptable Use Includes: 
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Individuals shall not use College resources to access the Internet for any illegal activities; 


Individuals shall not attempt to gain unauthorized access to College computing resources, user access, 
and/or college information from the Internet or use the Internet as a tool to go beyond their 
authorized access. Casual browsing of College resources to discover security vulnerabilities will be 
construed as an illegal attempt to gain unauthorized access; 


Individuals shall not use College resources to access Internet sites and services that will disrupt 
or diminish the level of Internet service to the College. High over-head services include Web 


radio, all gaming (including Web sites), Web-based video, and large file downloads; 


Individuals accessing the Internet using College resources should limit activities to educational and 
professional activities; 


Internet resources are not to be used for personal commercial or business transactions meant to foster 
personal gain; 


Information Technology Department has the responsibility to filter and limit Internet and/or network 
resources; 


Individuals should not install or use suspicious software and/or media (including USB, CD, DVD, 
external HDD/SSD, etc.) in any form that can introduce computer viruses, worms, Trojans, etc. to the 


network; 


Users are responsible for taking all reasonable precautions, including safeguarding and changing 
passwords, to protect all user accounts and prevent use by unauthorized individuals; 


Vandalizing the data of another user; 


Posting anonymous messages; 


. Creating or displaying threatening, obscene, racist, sexist, or harassing (persistently annoying of another 


user) material, including broadcasting unsolicited messages or sending unwanted mail; 


Using the network in support of groups outside the College when such use is 
not in keeping with the mission of the College; and 


Using personal web pages not primarily focused on the mission of the 
College. 


Network Procedures: 


Manners - Appropriate network manners include being polite, using appropriate language, and not 
revealing personal information of students or colleagues. Remember: Electronic mail (e-mail) is not 
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guaranteed to be private. In addition, system operators log network use (WWW, e-mail, etc.). However, all 
communication and information accessible on the networks can be assumed to be private (following the 
dictates of common politeness and common sense.) 


Authorization - Students, Faculty, and Staff must have appropriate authorization to use the network. 


Priority of Access - Students, Faculty, and Staff have the right to access the equipment. thus, users shall 
not play games or use computer resources for non-academic purposes when other users require the system 
for academic purposes. 


Conflicts - In the case of conflicts among users of computing resources and the network, resolution will 
follow the R-CCC Network Administration Hierarchy. 


Prohibited Actions — Students, Faculty, and Staff shall not tamper/alter computer equipment without 
permission form R-CCC’s IT Department. Student and community members are prohibited from accessing 
classrooms with computer equipment without an R-CCC employee or lab monitor present. This protects 
the student and/or community member from any liability claims for damaged equipment and/or misused 
resources. 


Disclaimer - Information obtained through R-CCC’s network is at the user’s own risk. R-CCC is not 
responsible for the accuracy or quality of information obtained. Users need to consider the source of any 
information obtained, and, as this is a global network, accept responsibility for accessing inappropriate 
material as described under Unacceptable Uses. 


Enforcement 
Violation of this policy may result in suspension and/or termination of an individual’s network privileges, 
disciplinary action by appropriate College, referral to law enforcement authorities for criminal prosecution, and/or 


other legal action, including action to recover civil damages and penalties. 


Intellectual Property Policy 

The college encourages the development, writing, invention, or production of intellectual property designed to 
improve the productivity of the college or to enhance the teaching/learning environment. Faculty, staff, and 
students, utilizing college time, property and/or materials, may create work which is the subject of the College’s 
intellectual property protection and which the College will have exclusive rights to and ownership of; and which 
faculty, staff, and students will make available for use to the College without the expectation of further 
compensation. 
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The College has adopted the following policy concerning intellectual property rights as it pertains to employees and 
students: 


The ownership of a copyright or patent resulting from the development of intellectual property and any rewards or 
recognition attributed to the copyright or patent will be determined according to the following conditions: 
A. Ownership resides with the employee or student if all of the following criteria are met: 
1) The work is the result of individual initiative, not requested or required by the college. 


2) The work is not the product of a specific contract or assignment made as a result of 
employment or enrollment with the college. 


3) The work is not prepared within the scope of the employee’s employment or students’ 
courtse/program requirements. 


4) The work is not prepared using college equipment, supplies, or other resources 


5) The work is not prepared during the employee’s work time or as part of the student’s class or 
lab time, as the case may be. 


B. Ownership resides with the college if any of the above criteria are not met and/or if the following 
criteria apply: 
1) The work is prepared within the scope of the employee’s job duties or student’s 
course/ program requirements. 


2) The work is the product of a specific contract or assignment made in the course of the 
employee’s employment or student’s enrollment with the college. 


3) The development of the work involved facilities, time, and/or other resources of the college 
including, but not limited to, released time, grant funds, college personnel, salary supplement, 
leave with pay, equipment, or other materials or financial assistance. 


a. Intellectual property created in whole or in part with College resources is subject to 
ownership by the College and the College retains the right to financial reward and claim for 
distribution governed by terms and conditions of an Ownership Agreement between the 
creator(s) and the College. 


b. Intellectual property created without the use of College resources but for the purpose of 
fulfilling college functions or its mission may be subject to joint ownership by the college 
and the creator. The creator(s) may retain the rights to use the intellectual property, to 
financial reward and claim for distribution if the parties so provide in an Ownership 
Agreement between the creator(s) and the College. 


c. The use of College resources for personal gain or political promotion constitutes 
inappropriate use of College resources and subject to reprimand. 
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STUDENT RIGHTS, RESPONSIBILITIES, AND APPEALS 


General Purpose 


Roanoke-Chowan Community College strives to create an academic community conducive to the development of 
each student by fostering an educational process committed to excellence and equity. College students are citizens 
of the local, state and national governments and of the academic community and are therefore, expected to 
conduct themselves as law abiding members of each community at all times. Admission to a College carries with it 
special privileges and imparts special responsibilities apart from those rights and duties enjoyed by non-students. 
Students are expected to behave in a manner that is conducive to the mission of the College. In recognition of the 
special relationship that exists between the College and the academic community, Roanoke-Chowan Community 
College Board of Trustees has authorized the President to take such action that may be necessary to maintain 
campus safety and preserve the integrity of the College. 


Student Code of Conduct Policy 


Applicability 

This Code of Student Conduct is applicable to every student enrolled at the College, and may at times, apply to 
persons off campus when using College facilities or participating in R-CCC programs or activities, including off 
campus trips and clinical sites. The term “student” includes all persons registered for or enrolled in one or more 
courses at R-CCC, either for credit or non-credit. Students may be accountable to both civil authorities and to the 
College for acts that constitute violations of law and this Code. Disciplinary action at the College will be 
independent and proceed during the process of criminal proceedings, and will not be subject to challenge on the 
ground that criminal charges involving the same incident have been dismissed or reduced. R-CCC has the 
discretion to proceed with disciplinary action under this Code in addition to any criminal or civil judicial 
proceedings. 


Statement of Expectation 


Each student of Roanoke-Chowan Community College is expected to conduct him or herself in accordance with 
the College policy to preserve R-CCC’s safe and supportive learning environment. Roanoke-Chowan Community 
College has the right to take necessary and appropriate action to support and protect the health, safety and well- 
being of the college community. R-CCC students are expected to abide by local, state and federal laws as well as 
college policies. 


Faculty Rights and Authority 


The primary responsibility for managing the classroom environment rests with the faculty. Students who engage in 
prohibited behaviors that result in disruption of a class or college-sponsored activity may be directed by the faculty 
member to leave the class or activity for the remainder of the period. Actions of dismissal should be reported to 
the Dean for Student Development Services. Longer suspensions from a class or activity, or dismissal on 
disciplinary grounds, require action by the Dean for Student Development Services or designee. 


Student Rights and Protections 


All students are guaranteed the following rights: 1) freedom to pursue their educational goals; 2) freedom to 
inquire, assemble, and express their opinions; 3) due process as provided in the fourteenth amendment of the US 
Constitution; 4) un-prejudicial evaluation of academic performance (all students are entitled to an explanation of 
the basis for grades); 5) the expectation of personal safety and protection of property while on campus; and 6) 
continuity of the educational process. 


Students accused of disciplinary violations are entitled to the following procedural protections: 
e To be informed of the specific charges against them. 


e To be allowed to request an informal resolution of the case. 
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e ‘To be allowed reasonable time to prepare a defense. 

e To hear and respond to all evidence upon which a charge is based. 

e To call and question relevant witnesses. 

e To be assured of confidentiality, in accordance with the terms of the 
Family Education Rights and Privacy Act of 1974. 

e To be allowed to request that any person conducting a disciplinary 
conference, or serving as a discipline committee member or chair, be 
disqualified on the grounds of personal bias. 

e To be provided with a copy of these rights prior to any conference or 
disciplinary hearing. 

e Tobe considered innocent of the charges until proven guilty by a 
preponderance of the evidence. 


Conduct Required 

Fach student shall conduct himself/herself in a manner consistent with the College’s mission as an educational 
institution. Any student who fails to conduct himself/herself in such a manner violates this Code and a 
disciplinary penalty may be imposed. 


Prohibited Student Conduct 
Specific examples of conduct which are violations of the Code for which students are subject to disciplinary 
sanctions include but are not limited to the following, and include any attempt to commit the following: 


AN 


Academic dishonesty including cheating, taking or acquiring possession of any academic material (test 
information, research papers, notes, etc.) from a member of the college staff or student body without 
permission; receiving or giving help during tests; submitting papers or reports prepared or written by others 
as one’s Own; Le., plagiarism 


Theft misuse or damage to College property, the property of a member of the College community or the 
property of a visitor on College premises or at college functions; unauthorized entry upon the property of 
the College or into a College facility or a portion which has been restricted in use and placed off limits; 
unauthorized presence in a College facility after closing hours. 


_ Possession, or distribution, of alcoholic beverages or being in a state of intoxication on the college campus 


or at college sponsored or supervised events off campus or in college owned vehicles. Possession, use of 
distribution of any illegal drugs except as expressly permitted by law on the college campus or at college 
sponsored or supervised events off campus or in college owned vehicles. Any influence which may be 
attributed to the use of alcohol or other illegal substances shall not in any way limit the responsibility of the 
individual for the consequences of his /her actions. 


. Lewd or indecent conduct, public physical action, openly vulgar or profane language, or distribution of 


pornographic material. 


Mental or physical abuse of any person on college premises, at colleze—sponsored activities, or at college- 
supervised functions, including verbal or physical actions that threaten or endanger the health or safety of 
any persons or which promote hatred or prejudice. 


Any act, comment, or behavior, which is sexually suggestive or harassing in nature and which in any way, 


interferes with student and/or employee performance or creates an intimidating, hostile, or offensive 
environment. 
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K. 


N. 


Intentional obstruction or disruption of teaching, research, administration, disciplinary proceedings, or at 
other college activities including public service functions, and other duly authorized activities on college 
premises. 


. Occupation or seizure in any manner of college property, a college facility or any portion thereof, for a use 


inconsistent with prescribed, customary, or authorized use. 


Participating in or conducting an assembly, demonstration, or gathering in a manner that threatens or 
causes injury to persons or property, which interferes with free access to ingress or egress of college 
facilities, which is harmful, obstructive, or disruptive to the educational process or institutional functions of 
the College. 


Possession or use of a firearm, incendiary device, explosive or unauthorized use of any instrument designed 
to inflict serious bodily injury to any person. Possession of a firearm on campus is classified as a felony. 


Setting off a fire alarm or using or tampering with any fire safety equipment, except with reasonable belief 
in the need for such alarm or equipment. 


Gambling 


. Smoking. The College is a tobacco-free campus. 


Littering which includes disposing of paper, bottles, cans or any other form of litter on campus grounds or 
in any building. 


. Violation of College regulations regarding the operation and parking of motor vehicles. 


Forgery, alteration, or misuse of College documents, records, or instruments of identification with intent to 
deceive. 


Failure to comply with instructions of College officials who are acting in performance of their duties. 
Violation of the terms of disciplinary probation or any College regulation during the period of suspension. 


Fiscal irresponsibility such as failure to pay college-levied fines and foundation loans or the passing of 
worthless checks to college officials. 


Violation of a local, state, or federal criminal law on college premises 
Furnishing false or incomplete information to the College. 


Beepers and/or cell phones must be turned off or placed on vibrate during classes. This restriction does 
not apply to emergency personnel, but emergency personnel should notify their instructor in advance. 


. Use of college computers or networking resources to engage in any behavior that violates any federal, state, 


ot local laws, on College regulations including downloading of copyrighted material or any unauthorized 
software. 


Engage in any activity that might be purposefully harmful to systems or to any information stored thereon, 
such as creating or propagating viruses, disrupting services, damaging files, or making unauthorized 
modifications to college data. 
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Y. Any conduct which materially and adversely affects the educational process. 


When violations of the Student Code of Conduct occur, the College will take appropriate disciplinary action. The 
College has adopted procedures to allow due process, as required by law. 


Students who question the fairness of disciplinary action taken against them are entitled to due process by 
submitting a written notice of appeal. Information on the Student Code of Conduct Policy and due process may 
be obtained from the Dean of Student Development Services. 


Authority for Student Discipline 
Ultimate authority for student discipline is vested in the Board of Trustees and President of Roanoke-Chowan 


Community College. Discipline authority has been delegated to the Dean of Student Development Services. 


Any member of the College community may refer a student, student group, or organization suspected of violating 
this Code to the Dean. All case referrals must be submitted in writing. Those referring cases are normally expected 
to serve as the complainant, and to present relevant evidence in judicial review hearings. 


The Dean will conduct a preliminary review to determine whether the alleged misconduct might result in expulsion 
ot suspension from the College. A student who is alleged to have violated one or more of the standards of conduct 
may admit the violation and accept disciplinary action as prescribed by the Dean of Student Development Services 
or may request a hearing before the Student Conduct and Appeals Committee. 


Temporary Disciplinary Action 
In the event that the Dean or President has reasonable cause to believe that a student’s continued enrollment poses 


(1) a danger to the health or safety of the student, other persons, or College property; or is (2) an ongoing threat of 
disrupting the academic process, the Dean may impose a disciplinary penalty, pending a hearing. The Dean may 
suspend a student from the College for an interim period pending disciplinary or criminal proceedings, or medical 
evaluation. The interim suspension shall become immediately effective without prior notice whenever there is 
evidence that the continued presence of the student at the College poses a substantial and immediate threat to 
him/herself or to others, or to the stability and continuance of normal college functions. Upon the decision to 
impose disciplinary action, the Dean shall notify the student by an expeditious but reasonable means. 


Disciplinary Penalties 
The following penalties comprise the range of official College actions, which may be taken when a student engages 


in prohibited conduct. These penalties are not exclustve and may be imposed together with other penalties. 


1. Warning: A verbal or written notice to the student that a violation of a published College policy has 
occurred and that the continuation of such conduct or action could result in further disciplinary action. 
This becomes a matter of record in the Dean’s office. 

2. Restricted privileges: Denial or restriction of one or more privileges granted to students. These may be, 
but are not limited to, the use of an automobile, access to specific areas of the campus, dining privileges, 
visitation privileges, or participation in athletics, intramurals or other extracurricular activities. Restricted 
privileges results in the loss of good standing and becomes a matter of record. This restricted condition will 
be in effect for no less than two semesters. Any violation during this condition may result in immediate 
suspension. 

3. Disciplinary Probation: An indication that the student is not in good standing and that his/her continued 
enrollment is conditioned upon adherence to published College policies. 

4. Loss of Academic Credit or Grade: Imposed as a result of academic dishonesty. 

5. Withholding an official transcript, or degree, or right to register: Imposed when financial obligations are 
not met. 
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6. Restitution: Paying for damaging, misusing, destroying or losing property belonging the college, college 
personnel or students. 

7. Prohibition against readmission. 

8. Suspension: Separation from the College for a definite term, during which the student shall not be 
permitted to attend courses or participate in any College activity. 

9. Expulsion: Termination of student status for an indefinite period. The conditions of readmission, if any, 
shall be stated in the order of expulsion. Expulsion is not a permanent separation, but neither is a definite 
time set when return is expected. 

10. Group Probation: This is given to a college club or other organized group for a specified period of time. 

11. Group Restriction: Removing college recognition during the semester in which the offense occurred or for 
a longer period (usually not more than one other semester). 

12. Group Charter Revocation: Removal of college recognition for a group, club, society or other organization 
for a minimum of two yeats. 


Academic Impact 


A student suspended may be allowed to complete his/her academic work without extension of time. Since the 
student is prohibited from entering the campus without permission, coordination shall be through the Dean for 
Curriculum Instruction. An expelled student has no right to complete academic work. 


Student Appeal Policy/Rights of Due Process 

Students who question the fairness of disciplinary action taken against them are entitled to due process by 
submitting a written notice of appeal. Any disciplinary determination resulting in suspension or expulsion from the 
College may be appealed to the President or designee. 


The notice of appeal must be sent to the Office of the President within ten working days after receipt of 
disciplinary action. The appeal must be in writing, sent to the Office of the President by certified mail, return 
receipt requested. 


The appeal may be heard by the Student Conduct and Appeals Committee. The committee shall conduct closed 
proceedings that guarantee procedural fairness. 

The committee may recommend that the student be exonerated or disciplined. If discipline is recommended, the 
committee may advocate an official written reprimand, probation, or one of the following penalties: 


A. Suspension from the College for a specified time, not to exceed two semesters, or until a condition is met. 
B. Dismissal from the college for an unspecified period of time. 
C. Permanent expulsion from the college. 


The committee shall present its findings and recommendations to the President of the college within five working 
days of conclusion of the hearing. The President, after a full and complete review, will notify the student of the 
results of the hearing. The President’s decision shall be final. 


STUDENT GRIEVANCE PROCEDURE/DUE PROCESS 


Purpose 


The purpose of the student grievance procedure is to provide a system to channel student complaints against 
faculty or staff (support and administrative) concerning the following: 
A. Alleged discrimination on the basis of age, sex, race, disability or other conditions, preferences or behavior, 
excluding sexual harassment complaints. 
B. Sexual harassment complaints should be directed to the Dean of Student Development Services. Copies of 
the procedure may be obtained from this office. 
C. Academic matters, excluding individual grades except where the conditions in item “A” above apply. 
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Procedure 

Step 1. The student must go to the instructor or staff member where the alleged problem originated. An 
attempt will be made to resolve the matter equitably and informally at this level. The conference 
must take place within 10 working days of the incident which generated the complaint. The 
student and instructor are encouraged to seek resolution informally before filing an academic 
grievance. 


Step 2. If the complaint is not resolved at the informal conference with the instructor or staff member, the 
student should meet with the faculty of staff member’s direct supervisor within 10 working days 
after meeting with the faculty/staff person with who the grievance is filed. As part of the effort to 
resolve the issue, the supervisor will consult with the accused and chief administrative officer of the 
division concerned. 


Step 3. If the complaint is not resolved at the informal conference with the direct supervisor, the student 
may file a written grievance. The student must put the grievance in written form, and shall include 
both a simple, straightforward statement of the grievance, and a short, plain statement of facts that 
the student believes supports the contention. The written grievance must be presented to the 
Office of the Dean, Student Development Services within 10 working days after satisfying Step 2. 
The Office of the Dean, Student Development Services will refer the written grievance to the chief 
administrative officer of the division. 


Step 4: The Senior Dean will notify the chairperson of the Student Conduct and Appeals Committee 
within 10 working days upon notification of the grievance to convene the committee and conduct a 
hearing. The Committee Chair will convene the committee within 10 working days upon receipt of 
the Senior Dean’s notification. Following hearing procedures, the committee will decide by a 
majority vote the solution of the grievance and forward a recommendation and findings to the 
Senior Dean and the Office of the President within 5 working days after the hearing. 


The President will review the committee's findings /recommendations, make a final decision, and 
notify the student in writing within 10 working days. The President’s decision shall be final. 


Photograph Release Statement 

Roanoke-Chowan Community College reserves the right to make photographs, videos, and electronic images of 
students and others on the college's campus and to use those images for news, marketing/advertising and 
promotional purposes. All photographs are the exclusive property of Roanoke-Chowan Community College and 
may be edited by public information staff. Images may also be shared with the North Carolina Community College 
System Office and others. Objection to the use of an individual's image in the manner stated above must be made 
in writing to the Director of Institutional Advancement. Students or employees who do not wish to have their 
images used by the College should state their desire to be excluded at the time images are being made, whether in 
photographs or videos or any other method. Exception: Images made during the College’s public events, such 

as graduation. 
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SAFETY REGULATIONS 


Roanoke-Chowan Community College encourages all students and employees to report emergencies and/or 
criminal actions to the College’s Campus Security Office located in Office 108A in the Student Center. Should an 
emergency incident or crime occur on campus, victims and witnesses are strongly encouraged to immediately 


contact the College Campus Security Office at (252) 862-1219 (telephone), or (252) 862-1200 (campus operator). 


College Closings and Inclement Weather Policy 
The College will remain open as scheduled unless the following emergencies exist: 


1. Adverse or severe weather that would prevent students and employees from traveling or that would prevent 
normal operation of the College 

Quarantines or epidemics declared by medical authorities for public health purposes 

Critical power or utilities failure that would prevent normal operation of the College 


Declared national or state emergencies or restrictions imposed by civil authorities 


Soe eae rae 


Other contingencies, such as fire 


Announcements concerning school closing for both employees and students will be made by 6:30 a.m. A message 
will be placed on the college telephone message system (252) 862-1200, on the college website at 
www.toanokechowan.edu and on the following television and radio stations: 


WAVY TV Channel 10 — Virginia 

WITN TV Channel 7 — Washington, NC 

FM 98.3 Radio — Murfreesboro 

AM 970 Radio and FM 99.3 Radio - Murfreesboro 


Students should not call media or automatically assume that the College will be closed if no announcement has 
been made. Other public and private school closings in Hertford and surrounding counties do not mean that the 
College is or will be closed. 


Fire & Tornado Drills 

During fire drills and actual fire emergencies, fire alarms will be signaled by a constant high-pitched sound and 
flashing lights. Procedures to be followed are: 

1. Close classroom windows and doors 


2. Evacuate buildings in a quiet, orderly fashion (single file-no pushing or running) using the nearest fire exit 
from any room 


3. Move at least 200 feet from buildings and remain with class or group 


A tornado warning will be announced on the public address system or by other means for buildings not connected 
to the system. Procedures to be followed are: 


1. Open as many windows in exterior walls as practical 
2. Move to interior classrooms, hallways, offices, or vaults 
Sit on floor with backs to corridor walls or glass areas. If available, use coats and jackets to cover head, arms, 


and legs to reduce the possibility of injury from flying glass and other debris. 


65 


4. Remain in the interior space until college administration advises the warning has ended 


First Aid and AED’s 
First aid kits are adequate for the treatment of minor injuries and may be found in the following locations: 


1} Jernigan. Buildin ote were sete tetees rer tment sec cccsercenestsnse cas itsccgt oars: Jernigan 124 (Biology Labs) 
2, Studént: Center err em eee ee ena cent ee tM BS only et eae Student Development Services 
3. Young Building everett eee Mees eae cle acca deters ts Welding Classroom 
4; Freeland '(Buildingy taser ree te ce eee eee eines er, Cosmetology & Nursing Departments 
5. Freeman: Building eee eee ee ee bes eels sean ras Barbering Classroom, Early College 
AED’s are located in the following locations: 

1. Jernigan Building.7 2. seperate eerste tc trten tase asctestscotieetiocesencserrs 1“ Floor, near Jernigan 113 
2: Student Center’ sce een ete er tte eect eset d sete tet ees 1* Floor, near Student Services 
3s Davis Genter seer nce er eens, eee terete cis va setgccostcees ontn ssa scacoset tere etree eetesem mene Hallway 
4. Industrial’Systemis Dull dicromeemwmmmen ttn errs. esi teacs ere cecstesceectesteceeceeter ee eee tne Hallway 


Food/Drink in Classrooms 

Rating and drinking are permitted only in designated areas. Opened containers of food or drinks are not permitted 
in classrooms, labs, auditortum, gym, or the Learning Resources Center. Special permission for parties, club 
meetings, etc., must be cleared on an individual basis by the unit dean and/or appropriate administrator. 


Lost and Found 
Lost and found items should be registered with the Roanoke-Chowan Community College Campus Security Office 
located in the Student Center. 


Student ID Cards 

All students registering for curricular courses must have an ID card and must wear it at all times while on campus. 
The card is issued when students first register and then validated in subsequent semesters. The cost of the initial 
card is covered in the student activity fee; a replacement card is $5. The ID card serves as a library card for R-CCC 
students and must be presented when checking out materials from the Learning Resources Center. The card also 
must be presented for admission to certain college-sponsored events, or when requested. 


Students enrolled in non-credit classes, such as ABE and ASE, also are required to have and wear an ID card. A 
$5 fee is required, unless the student activity fee has been paid. 
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COLLEGE/WORKPLACE ANTI-VIOLENCE POLICY 

Safety and security of all students, staff, faculty and customers is a primary concern of Roanoke-Chowan 
Community College. Therefore, acts of violence made by or against any of the aforementioned will not be 
tolerated. Students, staff, faculty and customers committing acts or threats of violence will be subject to 
disciplinary action that may result in dismissal/ suspension from the college and/or having privileges suspended. 


Roanoke-Chowan Community College has a zero tolerance for violence and therefore prohibits the following 
behaviors: 


= any act or threat of violence made by an employee, student or customer against another; 
" any act or threat of violence, including, but not limited to, intimidation, harassment, or coercion; 
" any act or threat of violence which endangers the safety of employees, customers, vendors, 
contractors, or the general public; 
= any act or threat of violence made directly or indirectly by 
words, gestures, or symbols; 
= use of possession of weapons on the college campus. 


SEXUAL HARASSMENT 

Under Title TX of the Education Amendments of 1972, no education program ot activity receiving federal financial 
assistance may exclude, deny benefits to or discriminate against any person on the basis of sex (20 U.S.C. sec. 
1681.a). The purpose of the statute is to prevent “discriminatory practice” in education and “to provide... 
effective protection against those practices.” 


Sexual harassment is a form of discrimination that may violate state and federal laws. Roanoke-Chowan 
Community College is committed to providing an environment for all students that is free from offensive or 
degrading conduct or remarks. In 1980, the Equal Employment Opportunity Commission adapted guidelines to 
help define sexual harassment in the academic setting. Unwelcome sexual advances, requests for sexual favors, and 
other verbal or physical conduct of a sexual nature constitute sexual harassment when: 


i? Submission to such conduct is made an expressed or implied term or condition of employment or 
status in a class, program or activity; 


wy Submission to or rejection of such conduct by an individual is used to make employment or 
educational decisions (such as hiring, promotion, or grading in a course); 


3: Such conduct has the effect of substantially interfering with an individual’s work or educational 
performance or creates an intimidating, hostile, or offensive environment for working or learning. 


If a student feels that he or she is being sexually harassed by another person, he or she should notify the 
appropriate instructor or staff person immediately. Sexually harassing behavior can be intimidating, exploitive, or 
coercive and diminishes the goals of the college to provide a healthy living, learning, and working environment. 
Students found guilty of sexually harassing another person will be subject to disciplinary action up to and including 
dismissal from the college. 


SEXUAL ASSAULT RESPONSE SYSTEM 

Roanoke-Chowan Community College provides a comprehensive Sexual Assault Response System which defines 

and coordinates the efforts of the College to provide a caring and effective institutional response to sexual assaults 

that maintains the dignity of all members of the campus community. Roanoke-Chowan Community College will 

not tolerate any form of sexual assault, rape, or nonconsensual sexual activity. Members of the campus community 

found to be in violation of this policy will be subject to disciplinary action including, but not limited to, suspension 
67 


and expulsion from the College. This policy will be enforced using internal disciplinary procedures, public safety 
programs, and the encouragements of external prosecution of alleged offenders. While allowing flexibility, this 
policy is intended to ensure continuity and consistency for both victims/survivors and accused perpetrators to 
receive needed suppott services. 


The Dean of Student Development Services will oversee the implementation of this policy/protocol and serves as 
a ptimary resource for the student reporting an assault. All students who are victims of sexual assault are 
encouraged to report to Security that a sexual assault has occurred on campus and/or contact the Dean of Student 
Development Services as soon as possible after the alleged incident. Complaints by or against students will be 
handled by the Dean for Student Development for resolutions within existing disciplinary procedures. The 
Security Department will investigate the crime and secure criminal warrants as appropriate. For more information 
about procedures involving student reports of sexual assault and the importance of preserving evidence as may be 
necessary to the proof of criminal sexual assault, contact the Dean of Student Development Services or Campus 
Security. All incidents of sexual assault must be reported to the Dean for Student Development Services with 
identifying information or anonymously. 


Electronic Sexual Assault Guidelines 

The primary purpose of the Roanoke-Chowan Community College computer network is educational and all users 
must understand this purpose. Users must rely on the honesty, integrity, and respect for the rights of others. The 
college does not attempt to define all acceptable or unacceptable uses of the network. Some examples of 
unacceptable use include: using the network for any illegal activity, using the network for financial gain, invading 
the privacy of others and posting anonymous messages, and creating and displaying threatening, obscene, racist, 
sexist, or harassing material, including broadcasting unsolicited messages or sending unwanted mail. Unacceptable 
use of the network by students will result in suspension and/or loss of privileges. In addition, violation of state or 
federal statutes could make the users subject to criminal prosecution. 


SUBSTANCE ABUSE and COMMUNICABLE DISEASE POLICY 
Roanoke-Chowan Community College recognizes its responsibility to provide 
= a wholesome environment of health education awareness for students, faculty, and staff, 
" aclimate which discourages alcohol and substance abuse and the spread of communicable diseases, 
and 
" the implementation of those measures which foster good school/community relations in the 
pursuit of maximized learning experiences for all its students. 


Roanoke-Chowan Community College will conduct educational programs as needed to inform students, staff, and 
faculty about substance abuse and communicable diseases, including warning signs and preventive measures. The 
educational program may include, but not limited to, written publications, audio and video presentations, guest 
speakers, seminars, workshops, health fairs, and other similar publications and activities. The College will also 
appoint a task force, as needed, composed of representatives from all segments of the institution, to advise and 
assist in implementing policies, programs, and procedures in support of these endeavors. 


Substance abuse assistance will focus on actions such as: 
" providing existing human resources for early intervention for individuals with a chemical problem, 
" offering educational drug abuse prevention programs, 
" referring persons needing assistance to existing community agencies, while preserving the dignity of 
the individual and the confidentiality of their student record, and 
" referring students exhibiting erratic and/or disruptive behavior to the Dean of Student 
Development Services where students will be subject to disciplinary action. 


The unlawful manufacture, distribution, dispensation, possession, or use of a controlled substance or alcohol is 
prohibited while in the workplace, on college premises, or as a part of any college-sponsored activity. The 
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possession and/or use of any drug as defined under the North Carolina Controlled Substance Ace Gxrs789 90 
through G.S. 90 94 in or on any part of the Roanoke-Chowan Community College campus will not be tolerated. 
For any infraction which is a violation of Federal or N.C. Law student will be turned over to local authotities. 


The term “controlled substance” means any drug listed in 21 CFR Part 1308 and other federal regulations, as well 
as those listed in Article V. Chapter 90 of the NC General Statutes. Historically, these drugs have a high potential 
for abuse and include, but are not limited to, heroin, marijuana, cocaine, PCP, and “crack.” They also include 
“legal drugs” not prescribed by a licensed physician. The term “alcoholic beverage” includes beer, wine, whiskey, 
and any other beverages listed in Chapter 18B of the NC General Statutes. 


Students convicted of violating any federal, state, or local crime drug statute or alcoholic beverage control statute 
while in the workplace, on college premises, or as a part of any college-sponsored activity must inform the College 
in writing within three days of the conviction. A conviction means a finding of guilt (including a plea of nolo 
contendere) or the imposition of a sentence by a judge or jury in any state or federal court. As a precondition for 
continued enrollment at the College, students also may be required to finish successfully a drug abuse/alcoholic 
rehabilitation program sponsored by an approved private or governmental institution. 


Policies regarding communicable diseases are as follows: 


e Persons infected with a communicable disease will not be excluded from enrollment or 
employment or restricted in their access to college services or facilities unless medically based 
judgments in individual cases establish that exclusion or restriction is necessary to the health and 
safety of the individual or to the health and safety of other members of the College community. 


e Any student, college employee (either full time or part time) and any employee of contractors or 
contracted services who knows or has reasonable basis for believing that he or she is infected with 
a communicable disease has the responsibility of reporting this fact on a confidential basis, to the 
appropriate supervisor. 


Student Health Services 

The College has no facilities or personnel for medical treatment other than for minor first aid. At least one first aid 
kit is located in each campus building and maintained by the Student Activities Coordinator. All injuries and 
accidents should be reported to Student Services, even if the accident is perceived to be minor. In the event 
professional medical services are required, the Business Office should be notified. Emergency medical services are 
available at the Roanoke-Chowan Hospital emergency room. In the event of an outbreak of a contagious disease, 
students may be required to provide proof that they have current immunization as recommended by the local 
health department. 


Student Housing 

The College does not provide student housing. Students who wish to live away from home must make their own 
housing arrangements. Assistance in locating living arrangements in the community may be provided by Student 
Services; however, R-CCC assumes no responsibility in any financial arrangement between the student and the 
landlord. 


Student Lounge and Cafeteria 

The Student Lounge and cafeteria provide a convenient place for relaxation, conversation, and a break between 
classes. The cafeteria provides short-order food services available in the Student Center. In addition to 
hamburgers, hot dogs, French fries, and various sandwiches, breakfast foods and daily specials are available. Drink 
and snack vending machines are located in most buildings. Normal operating hours for food services are 8 a.m. to 
2 p.m. To help maintain overall campus cleanliness, food and drink should be kept within the student lounge or 
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taken outside. Food and drink is not permitted in classrooms/laboratories, the auditorium and the Multipurpose 
Room unless permission is granted by a college official or personnel. 


All individuals wishing to use the Student Lounge and cafeteria are required to adhere to the College’s Student 
Codes of Conduct, etiquette, and decorum. Individuals that cause disruption in the lounge and cafeteria will be 
asked to leave the area. Failure to comply with the guidelines will result in the loss of Student Lounge privileges. 
Those who do not adhere to the rules of the Student Lounge will be asked to leave the area by Campus Security. 
Incidents and violations of the Student Code of Conduct deemed sufficiently serious will be referred to the Dean 
of Student Development Services for further action, as warranted. 


Telephone Services/Emergency Messages 

The College telephone system is for business purposes. Students needing to make calls are to use the pay phones 
located in various buildings. Students are encouraged to advise family and friends not to call them at the College 
unless there is an emergency. Emergency calls will be directed to Student Development Services. The name of the 
caller, the nature of the emergency, and a return number will be taken, and every effort will be made to contact the 
student. 


If a person on campus requests the location of a student concerning an emergency situation, the person will 
normally be referred to the Dean of Student Development Services to determine the nature of the emergency. If it 
is apparent that an emergency situation exists, a short message will be delivered to the student stating the name of 
the person and where the person will be waiting. 


Traffic and Parking 

Each student, employee, and visitor must comply with parking regulations and posted signs. The College reserves 
the right to withdraw motor vehicle privileges at any time from any person who does not comply with rules and 
regulations. 


Vehicle Registration 

Every vehicle regularly driven on campus by students and employees must be registered in Student Services. When 
a parking permit is issued to an individual, that person is responsible and accountable for that particular permit and 
for all parking violations of the vehicle so registered, regardless of who is operating the vehicle. Parking permits 
are not transferable. If the permit is lost or stolen, individuals should notify Student Services. 


Display of Permit: 

Parking permits should be displayed as soon as obtained and placed in the bottom left corner of the rear glass of 

automobiles and in the most prominent place on motorcycles and motor scooters. Permits must be clearly visible 
from the rear, and they will not be honored unless displayed correctly. The identification number must be legible 
at all times. 


Parking Areas: 
Parking is on a first-come, first-served basis unless otherwise posted. Signs indicate areas for students, employees, 
visitors, and special reserved areas. 


The following are designated as No Parking Areas: 


1. a sidewalk 

2. a pedestrian crosswalk 

3. in or in front of a public driveway 
4 


lawns or grassed areas 
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areas prohibited by official signs 
streets or driving lanes where parking spaces are not marked 


on or over lines that mark parking spaces or lanes 


Sue Os 


reserved areas not designated as an authorized parking space for the person driving the vehicle 


Handicapped Parking. A limited number of spaces have been reserved for handicapped individuals, and others will 
be reserved as needed. Authorization for parking in these areas may be given for (a) having an official state-issued 
handicapped license plate or hanging tag or (b) having a statement signed by a physician stating type and duration 
of handicap. All persons qualifying for a reserved handicapped parking space must be registered as such in Student 
Services, and the vehicle in which they are being transported must display a state-issued handicapped license plate 
or hanging tag. 


Institutional Vehicle Parking. Parking spaces will be reserved and marked by signs for R-CCC vehicles. Other 
vehicles are not to park in these spaces at any time. 


Abandoned Vehicles: 
Notice of impending towing, including date, will be posted on a vehicle left unattended on campus for five 


consecutive days. On the eighth day following posting of the notice, the vehicle will be towed in accordance with 
Article 7A, Section 20-219.11 of the NC General Statutes. 


Speed Limit: 
A speed limit of 10 miles per hour will be observed for all vehicles while on campus. 


Violations /Penalties: 
The Business Office or its designee will issue traffic tickets. Fines are $3 per violation for failure to register vehicle; 
$10 per violation for improper parking; $250 per violation for parking in a handicapped zone. 


All fines are due and must be paid in the Business Office within five days after the date of issuance, excluding 
weekends or college holidays. The original copy of the violation must be presented along with payment. If the 
ticket copy is lost, the ticket can be paid if the individual presents the vehicle license number and parking permit 
number. 


Students who fail to pay fines will not be allowed to register or secure a transcript of records until the obligation 
has been cleared. Willful disregard of traffic violations or of unpaid fines may subject students to disciplinary 
action. 


Appeals: 
Persons feeling that their vehicle has been unjustly ticketed may appeal by submitting a written appeal to Dean of 
Finance within five days, excluding weekends or college holidays, following issuance of a ticket. After five days, 


the right to appeal is denied. 


College employees and students not agreeing with the Dean of Finance’s decision may file a grievance in 
accordance with college procedures. Visitors may submit a written grievance directly to the College President. 


Implementation of the appeal procedure will not eliminate the responsibility to pay fines. A refund will be made if 
the appeal verifies the ticket was unjustly issued. 


Visitors and Children on Campus 
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Visitors are always welcome on the Roanoke-Chowan Community College campus. Visitors should report to the 
receptionist desk located in the Student Center so that information and directions can be given to make the visit a 
beneficial one. The College does not encourage non-official visits. Individuals who are loitering or who have not 
registered at the receptionist desk will be asked to leave the campus. Under no circumstances will visitors be 
allowed in classrooms, laboratories, or off-campus sites without approval by the appropriate dean. 


Children and any other persons not registered for a class are not allowed in laboratories or classrooms at any site 
unless authorized by the appropriate dean. Minor children must not be left unattended in any area of the College. 
For the safety and welfare of minor children, the College encourages students to refrain from bringing minor 
children to campus unless conducting business. At community school sites (ie clinical, co-op, internship), only 
persons attending college or school activities are permitted on the premises. Students who violate these regulations 
at any of Roanoke-Chowan Community College's class locations will be subject to having their enrollment 
terminated. 
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CONTINUING EDUCATION & WORKFORCE DEVELOPMENT 


The Continuing Education and Workforce Development Division offers a wide variety of programs and courses, 
both on and off campus, designed to meet the needs and interests of area adults, business and industry, and 
community service organizations. The Division promotes and supports industry training as well as builds and 
prepares a skilled and competitive workforce by offering Basic Skills programs, occupational training, customized 
industry training, small business assistance and personal/community interest courses. The Continuing Education 
and Workforce Development Division is dedicated to meeting the diverse needs of the community through 
strategic partnerships and community involvement while fostering a commitment to lifelong learning. Program and 
services are flexible, convenient, and affordable. 


Continuing Education Credits (CEU’S) 

Roanoke-Chowan Community College awards Continuing Education Units (CEU's) for specific non-credit classes, 
coutses, workshops, seminars, and other programs. CEU's will be awarded for non-credit courses satisfactorily 
completed on the basis of one CEU for each ten hours of instruction. Fractions of CEU's also will be awarded. 
Thus, a 24-hour coutse will earn 2.4 CEU's. CEU's will not be awarded to students who fail to complete a course 
satisfactorily. 


High School Equivalency 


Students successfully completing a high school equivalency exam ate awarded a High School Diploma Equivalency 
Certificate. 


When Classes Begin 
Classes will begin after enough prospective students express sufficient interest. Every effort is made to arrange 
courses for the convenience of the students. 


Registration and Fees 

To register for classes, students must be at least 18 years of age. Under special provisions, individuals between the 
age of 16 and 18 may be allowed to enter ABE and ASE studies. High school students 16 years or older may 
participate in fire, rescue, and non-certification EMS courses pursuant to college policy. 


Fees are based on the total number of course hours. All fee waivers are pending the approval of the North 
Carolina General Assembly. 


Number of Hours Registration Fee 
1224 $70 
25-50 $125 
51+ $180 


Specific classes may require additional fees including: technology and/or lab fees. 
Self-supporting classes have a pro-rated cost per individual or group and are not waiver eligible. 


The registration fee may be waived for students enrolling in specific classes for fire service, rescue, and law 
enforcement personnel. 


A registration fee is not charged for Adult Basic Education program, the Adult Secondary Education or for 
English as a Second Language program. There is a fee for taking an official high school equivalency exam. 


He) 


A nominal fee for accident insurance is charged to all individuals taking a vocational course such as Heating, Air 
Conditioning, & Refrigeration. Students are responsible for purchasing necessary supplies, materials, or textbooks. 


Some courses have special admission requirements. Also, for some courses, the number of students who may 
enroll is limited. The program coordinator should be contacted for additional information 


Refunds 


1. A 100 percent refund of registration fees will be made to students who officially withdraw from class before 
the first class meeting and who submit a written refund request. 


No 


A 75 percent refund of the registration fee for occupational courses will be made to students who officially 
withdraw from classes on the first day of classes or before the class reaches the 10 percent point. 


3. No refunds are made for self-supporting classes once they have begun. If classes are canceled or filled, a full 
refund will be made. 


Other Costs 


For a class in which a textbook is to be used, the student is responsible for acquiring a personal copy of the 
textbook. If a student wishes to construct a project in class which will become personal property when completed, 
the student is to supply all materials. Other fees, such as technology fee, liability insurance, or cost of printed 
materials, may be required for some coutses. 


Enrollment and Attendance 

Enrollment in courses, whether offered seated or online, is accepted during the first 10 percent of total class hours. 
Students are required to attend at least 80 percent of all class meetings in order to complete the course 
satisfactorily. 


WORKFORCE DEVELOPMENT 


Occupational Extension 

Occupational Extension (OE) courses help prepare students for jobs or upgrade their current job skills. Classes 
may also be customized to meet the workforce development needs of local employers, supervisors and staff. OE 
offerings includes courses such as workplace Spanish, Effective Teacher Training, Notary Public, Activity 
Coordinator Training, Financial Literacy (also available online), Residential Weatherization, Professional 
Development for Early Childhood Educators (also available online), Electrical Contractors License Renewal 
Preparation, Waste Water Plant Operator, and Auto Safety Inspection. Examples of other courses are Basic 
Conversational Spanish, Employability Skills, and Introduction, Intermediate and Advanced Computer classes. 


Ed2Go Online Courses 

Online courses (Ed 2 Go) are designed to help individuals acquire valuable new skills from the comfort of their 
home or office. Several types of courses are offered via this method: Internet courses, computer courses, personal 
enrichment courses, legal courses, small business courses, and large business/management coutses. 


74 


Emergency Services Training 

The Emergency Services department provides EMS training, Firefighter I and II training, rescue technician 
training, and safety courses. Courses offered vary in instructional length and admission requirements based on the 
type of course. A variety of safety courses are offered and include CPR, First Aid, and HazMat training held on 
and off campus. 


Emergency Medical Technician certification at any level may lead to employment at EMS agencies, fire and rescue 
services, hospitals and industry. The Emergency Medical Services division offers certification and non-certification 
coutses in pre-hospital care, safety training, and community health. Emergency Medical Technician courses prepare 
the participant for certification examination at the state. Monthly and special continuing education course are 
offered at various locations in our service area. 


Firefighter I and IT, and Rescue Technician courses are offered throughout the yeat at local agencies and on 
campus. The college sponsors an Annual Fire weekend college in February. Certificate and non-cettificate courses 
are offered. For specific admissions requirements contact the Emergency Services Department at 862-1266. 


Business and Industry 

Through the Customized Training Program, customized training may be provided at little or no cost to meet 
special manpower needs when new industry is ready to go into production or an existing industry is seeking to 
expand its workforce. Through Customized Industry Training, technical training may be offered at little or no cost 
to upgrade an employer’s existing workforce when employees must learn new skills as a result of new technology 
such as: OSHA 10, Train-the-Trainer, Technical Training Kepner-Tregoe’s Analytic Trouble Shooting Training 
and Six Sigma Black and Green Belt Training. A supervisory development training program also is available to 
supervisors at various levels of management to prepare for advancement. Courses ate designed to offer practical 
applications to meet current needs of business and industry as well as enhance personal growth and development. 


Human Resources Development (HRD) 

The Human Resources Development program helps prepare the unemployed and underemployed for jobs that 
best match their skills and abilities. Short-term instruction is provided in human relations, job-seeking skills, using 
computers to search for jobs, and basic skills related to the world of work. 


Small Business Center 

The Roanoke-Chowan Community College Small Business Center (SBC) is part of a statewide network designed to 
support the development and growth of small businesses. Millions of Americans choose to pursue the dream of 
being their own boss. Just look around our community and you will see strong evidence that the free enterprise 
system is alive and well in Hertford and surrounding counties. But turning the dream of small business ownership 
into reality is no easy task. It often requires intensive planning and research, creative problem solving, strong 
determination to succeed, and the savvy to navigate countless regulatory agencies and resource options. 


Your Small Business Center can help, and we are right here in your local community! 


Experienced counselors and trainers can help take the confusion out of what can seem like an endless list of rules, 
regulations, and red tape. We can show you what it takes to start your business, serve as a sounding board for your 
ideas, and assist you as your business grows. The SBC offers a multi-faceted approach to facilitating business 
development by providing prospective and current small business owners with a central point of contact for 
information, education, and assistance. 
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Allied Health 

A variety of health occupation courses ate offered through Continuing Education division. The courses are Nurse 
Aide I, Nurse Aide I, Phlebotomy, Medication Aide, Home Care Aide, EKG Technician, Pharmacy Technician, 
Foodservice Dietary Management and Medical Billing and Coding. Many of these courses, the individual upon 
successful completion of the course will be eligible to take either a national certification or state level certification 
test. 


To enroll, individuals must have a high school diploma or a high school equivalency diploma and have scored 
satisfactorily on the TABE Reading Test. An up to date immunization record is required for courses with a clinical 
component. For more information regarding Health Occupations call 252-862-1261. 


Self-Supporting 

Corporate and Continuing Education self-supporting classes are those classes which rely on registration fee 
payments from students enrolled in the class for support of the instructional salaries, supplies and administrative 
ovethead costs. Since these classes are only taught when a sufficient number of students register and pay for the 
class, no refunds will be granted after the class has begun. 


Career Readiness Certificate (CRC) 


The Career Readiness Certificate (CRC) certifies core employability skills required across multiple industries and 
occupations. The CRC is a portable credential that promotes career development and skill attainment for the 
individual, and confirms to employers that an individual possesses basic workplace skills in reading for 
information, applied math, and locating information — skills that most jobs require. In addition, the employer has 
confirmation that the individual is capable of learning job specific skills. 


WorkKeys® 


WorkKeys is a job skills assessment system measuring "real world" skills that employers believe are critical to job 
success. WorkKeys assessments measure abilities in communication, problem-solving, and interpersonal skills. 
These skills are valuable for any occupation-skilled or professional-and at any level of education. WorkKeys is a 
registered trademark of ACT. 


The Career Readiness Certificate is based on the 3 most required WorkKeys skills of Applied Math, Reading for 
Information, and Locating Information. These skills are required by 90% of jobs. 


CareerReady 101 


CareerReady 101 is an on-line assessment tool used to evaluate a student’s foundational skills in reading, applied 
mathematics, locating information, applied technology, writing, listening, observation, and teamwork. CareerReady 
101 also assists students in exploring different career paths based on their interests and current skill level. 
CareerReady 101 has been shown to be beneficial for students preparing to take a high school equivalency exam 
and other college placement tests. CareerReady 101 helps prepare students to take the WorkKeys Assessments to 
earn their Career Readiness Certificate. 


Transcripts 


Course transcripts are free and may be obtained from the Continuing Education and Workforce Development 
Division. 


76 


Basic Skills Program 

A number of educational and self-improvement opportunities are provided for adults through the various Basic 
Skills programs. These programs include Adult Basic Education (ABE), Adult Secondary Education (ASE), 
English as a Second Language (ESL), Basic Skills Refresher class, Basic Skills Plus Program, and Math Sense. 


Classes are held on campus and at various community locations during day and evening hours and are open to 
individuals 18 and older. No fee is required to attend classes or for in-class use of books and supplies. 


To enroll in classes, individuals must be at least 18 years of age and complete the Basic Skills Orientation held once 
a month on campus and held at off-campus class sites as needed. Sixteen and seventeen year olds also may enroll 
provided written permission is granted from the public/private school and their parent or legal guardian (a 
notarized documentation from parents and public school officials must first be obtained). 


Adult Basic Education (ABE) 


ABE is designed primarily for adults whose basic skills are below the ninth grade level, ABE classes focus on 
helping adults function mote effectively in today’s technological world by improving their reading, writing, and 
math skills. Stadents work with instructors to improve in areas that they, the instructor, and the placement tests 
deem to be areas of limited proficiency. Students without a high school diploma are encouraged to continue studies 
in the Adult Secondary Education (ASE) program. 


Adult Secondary Education (ASE) 


ASE is offered as a means for adults with educational skills at the high school level to earn the equivalent of a high 
school diploma by passing a high school equivalency exam. The exam consists of four/five subject tests: social 
studies, science, language arts/reading/writing and math. Students achieving a minimum total score as determined 
by the test publisher will receive a High School Equivalency Diploma. In preparation for the exam, students are 
guided through an individualized study process by instructors and given practice tests. Students should 
demonstrate proficiency on the practice tests before taking the exam. The high school equivalency exams are 
administered on campus several times each month during the day, afternoon and evening. A testing fee is required. 


Students are eligible to participate in the College’s annual graduation exercises provided they have (1) completed 
and passed the high school equivalency exam by the designated deadline, (2) ordered their cap and gown and paid 
the required graduation fee by the designated deadline, and (3) returned all college materials and met all financial 
obligations of the College. 


English as a Second Language (ESL) 


ESL instruction is offered for adults whose native language is not English and who are interested in improving 
their English speaking, reading, and writing skills. Classes focus on everyday life skills that enable the student to be 
a functioning member of society by learning the English language. These classes are available to adults age 18 and 
above or for younger students, age 16 or 17 who have dropped out of high school (a notarized documentation 
from parents and public school officials must first be obtained). 


Basic Skills Refresher Class (Hybrid) 


This is a class for students who need to increase their skill levels in the math, reading and writing areas to prepare 
for the Work Keys tests and/or to enroll in an Occupational Extension course. Students may work in class with an 
instructor and/or enroll into the CareerReady 101 online program. The CareerReady 101 program provides 
students, at their convenience, the ability to obtain skills upgrade by utilizing the Internet. 
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Basic Skills Plus 

Basic Skills Plus-General Occupational Technology, Welding Technology (Plate) Certificate, HVAC, 

& Electrical Certificate 

This program is designed for people who have not attained a high school diploma or a-high school equivalency 
diploma and would like to participate in tuition free college courses to obtain a General Occupational Technology 
Certificate, Welding Technology (Plate) Certificate, or HVAC. Eligible students will attend both college level 
courses and a Basic Skills class to work toward completing the high school equivalency exam. The college level 
courses will be in electricity, HVAC, hydraulics, safety, welding (cutting processes & basic welding processes) and 
college student success. Students will also complete an introduction to computers course and WorkKeys tests for 
the opportunity to obtain a Career Readiness Certificate (CRC). Interested students will need to be tested for 
eligibility prior to registration for the college level courses. 


Math Sense 
This course prepares curriculum students for entry into the developmental math modules (DMA). This course 
serves as a pferequisite for students who take the diagnostic placement test and place below the DMA 010 level. 


Basic Skills Plus-Nurse Aide I Training 
This program is designed for people who have not attained a high school diploma or a high school equivalency 


diploma and would like to participate in a tuition free course to complete Nurse Aide I Training. Eligible students 
will attend both the Nurse Aide I Training course and a Basic Skills class to work toward completing the high 
school equivalency exam. Students will also complete an introduction to computers course and WorkKeys tests for 
the opportunity to obtain a Career Readiness Certificate (CRC). Interested students will need to be tested for 
eligibility prior to registration for the Nurse Aide I Training class. 


When/How to Register 

Roanoke-Chowan Community College Basic Skills evil operates on a fall and spring semester and a short 
summer session. A four day registration period is held once a month during morning, afternoon, and evening 
scheduled times. The Basic Skills Program registration is an open registration throughout the year. Each student 
who has completed orientation will register for the current semester; and register for classes at the beginning of 
each following semester. 


New Student Orientation 
1. Schedule an appointment by contacting the Basic Skills Department or the Basic Skills Assessment/Retention 
Specialist at 862-1332. 


2. Sign up for the Basic Skills Orientation which is offered once a month at 9:30 a.m., 1:30 p.m., or 5:30 p.m. 


3. Attend the four sessions which provide an introduction to the Basic Skills Program; completion of registration 
forms, review guidelines and policies; completion of placement tests; and preparation for tests and class by 
setting goals and assessing personal learning style and level of motivation. 

4. Select a class site to attend. 


5. REQUIRED for On-Campus Classes: Report to the Basic Skills class site according to your scheduled 
appointment date and time to begin the first day of attendance. 


Registration Steps 
1. Go to class site according to your scheduled appointment. 


2. Complete class registration which includes reviewing of placement scores, setting goals, and signing registration 
forms. 


Complete a class schedule for dates and hours of attendance (if applicable). 


e Ww 


Attend class according to your semester schedule or whenever the class meets. 
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5. Once your instructor submits your registration forms to the Basic Skills Office, your instructor will notify you 
to proceed to Student Services for a student ID card to be issued. 


*** NOTE: If students are re-entering the program after an absence, they need to contact the Basic Skills 
Assessment/Retention Specialist at 862-1332 to determine if reassessment testing is needed prior to registering for 
class. 


Student Activity Fee 

Students enrolled in Basic Skills classes may participate in on-campus student activities provided they pay a small 
annual student activity fee. Upon payment of the fee, students will be issued a student card valid for one year from 
the date of payment. 
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Programs of Study for 2015-2016 


(All programs of study are subject to changes due to pending state approvals) 


College Transfer Programs: 

Associate in Arts 

Associate in Fine Arts 

Associate in General Education 
e *Nursing 

Associate in Science 


CURRICULUM PROGRAMS 


Program Code 


A10100 
A10200 
A10300 
A10300N 
A10400 


Associate in Applied Science Degrees (A.A.S.) and their related options: 


Air Conditioning, Heating, & Refrigeration Technology 
e Air Conditioning, Heating, & Refrig. Tech. Diploma 
oO Heat Pump Certificate 
o HVAR Certificate 
o HVAC Mechanical Installation Certificate 
Associate Degree Nursing 
Biotechnology 
Business Administration 
o Accounting 
Computer Information Technology 
oO Multimedia Certificate 
Oo CIT Basics Certificate 
oO Operating Systems Certificate 
o Web/Security Certificate 
Criminal Justice Technology 
Early Childhood Education 
Human Services Technology 
oO Human Services Technology Certificate 
Human Services Technology - Mental Health Concentration 
e Human Services Technology — Mental Health 
oO Human Services Technology — Mental Health Cert 
Industrial Systems Technology 
e Industrial Systems Technology Diploma 
Oo Electrical Certificate 
Oo Mechanical Certificate 
o -PLC Certificate 
Medical Office Administration 
e Medical Office Administration Diploma 
Oo Medical Office Administration Certificate 
Office Administration 
e Office Administration Diploma 
Oo Office Administration Certificate 
Web Technologies 
Oo Multimedia Certificate 
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A35100 


D35100 
C35100A 
C35100B 
C35100C 
A45110 
A20100 
A25120 
C25100 
A25260 
C25260A 
C25260B 
C25260C 
C25260D 
A55180 
A55220 
A45380 
C45380 
A4538C 
D4538C 
C4538A 
A50240 
D50240 
C50240A 
C50240B 
C50240C 
A25310 
19253510) 
@255 10 
255710 
D25370 
C25370 
A25290 
C25290A 





Diploma Programs and their related options: 
Barbering 
Cosmetology 
Dental Assisting 
Welding Technology 
© Pipe Certificate 
oO Plate Certificate 


Career and College Promise Programs: 


(High school students may enroll only in these program pathways) 


Associate Degree: College Transfer Pathways: 
Associate in Arts 
Associate in Science 


Diploma Programs: 

Cosmetology Diploma 

Early Childhood Education Diploma 
Industrial Systems Technology Diploma 
Welding Technology Diploma 


Certificate Programs: 

A/C, Heating, & Refrig Tech - Heat Pump Certificate 
A/C, Heating, & Refrig Tech - HVAC Certificate 
Computer Information Technology — Basics Certificate 
Computer Information Technology - Web/Security 
Criminal Justice Technology — Certificate 

Medical Office Administration Certificate 

Office Administration Certificate 

Human Services Certificate 

Human Services: Mental Health Certificate 

Industrial Systems Certificate 

Nurse Aide Certificate 

Web Technologies Multimedia Certificate 

Welding Technology Certificate 
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D55110 
D55140 
D45240 
D50420 
C50420B 
C50420C 


Sal UAC 
P1042C 


D55140H 
D55220H 
D50240H 
D50420H 


C35100HA 
C35100HB 
C25260HA 
C25260HB 
C55180H 
@25310H 
C25370H 
C45380H 
C4538H 
C50240H 
C45480H 
C25290HA 
C50420H 


Articulation Agreements/Partnerships 


Roanoke Chowan Community College has entered into partnership two plus two agreements with Chowan 
University and Elizabeth City State University. These 2 + 2 agreements will allow a student to complete the first 
two years at Roanoke-Chowan Community College earning an associate degree. Students are able to then transfer 
to either Elizabeth City State University, Shaw University or Chowan University into a programs listed below based 
upon eligibility: 


pa tn ee ee te eee 


ae eo Et ale 


2 + 2 Elizabeth City State University Partnership 


Pre-aviation science 

Birth through kindergarten education 
Pre-business administration / marketing 
Computer engineering/industrial technology 
Computer engineering technology/engineering technology, associate science, engineering with a minor in 
mechanical and automation 

Associate in science, engineering technology, with a minor in computer and information technology 
Pre-criminal justice 

Pre-marine environmental science 

Pre-middle grades education 





. Pre-pharmaceutical science, with a concentration in biotechnology 


Pre-pharmaceutical science, with a concentration in clinical science 


2 + 2 Chowan University Partnership 


Business Administration 
Comprehensive Science 
Criminal Justice 
Elementary Education 
English Education ey ny: yy 
Health & Physical Education en ee a , VA 


J; 


Mathematics Education S._/ 843 _ 47 
Music Education SSS 


Social Science Education 





tj}? \ 

as 
hat! 

VERITAS $ ~< 





. Studio Art Pre-Art Therapy, with a concentration in painting, printmaking or ceramics 


2 + 2 Shaw University Partnership 


Associate in Arts 

Associate in Science 
: ie : YEARS 

Business Administration 

Sociology with Criminal Justice S H A\\ \ ) 

Public Administration UNTV ERs y 

1865-2015 


iS) YEARS OF HISTORY, LEADERSTIP ge SERVICE 











Psychology with concentration in Human Services 
Psychology with concentration in Human Services- Mental Health 
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COLLEGE TRANSFER PROGRAMS: 


Associate in Arts (A10100) 


The Associate in Arts degree shall be granted for a planned program of study consisting of a minimum of 60 
semestet hours of credit (SHC) of college transfer courses. Within the degree program, the institution shall include 
Opportunities for the achievement of competence in reading, writing, oral communication, fundamental 
mathematical skills, and basic computer use. 


Courses are approved for transfer through the Comprehensive Articulation Agreement (CAA TheCA A enables 
North Carolina community college graduates of two-year associate in arts programs who are admitted to 
constituent institutions of The University of North Carolina to transfer with junior status. 


Community college graduates must obtain a grade of “C” or better in each course and an overall GPA of at least 
2.0 on a 4.0 scale in order to transfer with a junior status. Courses may also transfer through bilateral agreements 
between institutions. 


The AA program requires courses in English composition, humanities and fine arts, social and behavioral sciences 
natural sciences, and mathematics and is designed for students who plan to pursue a liberal arts education. The 
A.S. program is for students who plan to pursue education in the fields of science, mathematics, or technology. 


5) 


UNIVERSAL GENERAL EDUCATION TRANSFER COMPONENT 
(All Universal General Education Transfer Component courses will transfer for equivalency credit.) 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credit 
General Education Courses 
English Composition (6 SHC) 
The following two English composition courses are required. 


ENG 111 Writing and Inquiry & 0 Ome 
ENG 112  Writing/Research in the Disciplines 8 0 ers) 
Select three courses from the following from at least two different disciplines (9 SHC) 

Communications Humanities/Fine Arts 

Pinte iti Se ttAppteciation 8 0 0 3 
ART 114 — Art History Survey I S 0 Os 5 
ART 115 — Art History Survey I 3 0 eye 
COM 231 Public Speaking 3 0 0 3 
ENG 231 American Literature I 3 0 0 3 
ENG 232 American Literature II 3 0 Omid 
MUS 110 Music Appreciation 3 0 0 4 
MUS 112 = Introduction to Jazz 3 0 Oe aes 
PHI 215 Philosophical Issues 3 0 Dvr cea) 
PHI 240 — Introduction to Ethics 3 0 0 “) 
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Social/ Behavioral Sciences (9 SHC) 
Select three courses from the following from at least two different disciplines: 


ECO 251 — Prin of Microeconomics 3 0 0 3) 
ECO, » 252, , Prin of Macroeconomics 3 0 0 8) 
HIS 111 World Civilizations I 3 0 0 3) 
HIS 112 World Civilizations II 5) 0 0 3 
HIS 131 American History I 3 0 0 3 
HIS 132 American History II B 0 0 3) 
POL 120 American Government 3) 0 0 5 
PSY 150 General Psychology 3 0 Oy Feo 
SOC 210 Introduction to Sociology 3 0 0 3 
Mathematics (3-4 SHC) 
Select one course from the following: 
MAT 143 Quantitative Literacy b 0 0 3 
MAT 152 — Statistical Methods I é i 0 a 
MAT 171 Precalculus Algebra g 0 UE 
Natural Sciences (4 SHC) 
Select 4 SHC from the following course(s): 
{AST 111 Descriptive Astronomy 3 0 38 
and 
AST 111A _ Descriptive Astronomy Lab 0 pi} 0 ub 
{AST 151 General Astronomy I 5 0 0 3 
and 
AST 151A General Astronomy Lab I 0 2 One 
BIO 110 Principles of Biology 3 3 0 4 
BIO 111 ~~ General Biology I 3 3 0 4 
CHM 151 General Chemistry I 3 3 0 4 
GEL 111 Introductory Geology 3 2 Oo 4 
{PHY 110 Conceptual Physics 3 0 0 3 
and 
PHY 110A Conceptual Physics Lab 0 2 Oe et 


ADDITIONAL GENERAL EDUCATION HOURS (13-14 SHC) 

An additional 13-14 SHC of courses should be selected from courses classified as general education within the 
Comprehensive Articulation Agreement. Students should select these courses based on their intended major and 
transfer university. 


Total General Education Hours Required: 45 


OTHER REQUIRED HOURS (15 SHC) 

Academic Transition (1 SHC) 

The following course is required: 

AGA 122 College Transfer Success 0 2 0 1 


An additional 14 SHC of courses should be selected from courses classified as pre-major, elective or general 


education courses within the Comprehensive Articulation Agreement. Students should select these courses based 
on their intended major and transfer university. 
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*One semester hour of credit may be included in a 61 SHC associate in arts program of study. The transfer of this hour is not 
guaranteed. 


Total Semester Hours Credit (SHC) in Program: 60-61* 


Students must meet the receiving university’s foreign language and/or health and physical education requirements, if applicable, prior to or after 
transfer to the senior institution 


Associate in Fine Arts (A10200) 


The Associate in Fine Arts degree shall be granted for planned programs of study consisting of a minimum of 64 
and a maximum of 65 semester hours of approved college transfer courses. (Ref. 23 NCAC 2E.0204) Within the 
degree program, the institution shall include opportunities for the achievement of competence in reading, writing, 
oral communication, fundamental mathematical skills, and the basic use of computers. 


Courses ate approved for transfer through the Comprehensive Articulation Agreement. Community college 
graduates who have earned 64 semester hours of academic credit in approved transfer coutses with a grade of “C” 
or better in each course and an overall GPA of at least 2.0 on a 4.0 scale will receive at least 64 semester hours of 
academic credit upon admission to a university. 


Courses may also transfer through bilateral agreements between institutions. Courses offered through bilateral 
agreements may not transfer to all receiving institutions. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 

First Year 

Fall Semester 

ART 114 — Art History Survey I D 0 0 3 

ART, 122 Three-Dimensional Design 0 6 0 3 

ART 266 Videography I 0 6 0 3 

ART 222 Wood Design 0 6 0 3 
Credits: 12 

Spring Semester 

ART 115 Art History Survey II 3 0 0 3 

ARDL 121 Two-Dimensional Design 0 6 0 3 

tae 26) Sculpture I 0 6 0 2 

ial Seoe Ceramics I 0 6 0 3 

be 82) | PrintMaking 0 6 0 3 

Credits: 15 

Second Year 

Fall Semester 

ART iot Drawing I 0 6 0 3 

ART 247 Jewelry I 0 6 0 3 

ART 264 — Digital Photography I 1 4 0 3 

ART 284 Ceramics II 0 6 0 3 
Credits: 12 
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Spring Semester 


ART (171 ~ Computersiral 0 6 0 3 

ART 240 Painting I 0 6 0 3) 

ART 713254 Drawing 0 6 0 3 

ART 245 Metals I 0 6 0 5 

Credits: 12 

Other Required Courses 

ACA 122 College Transfer Success 0 2 0 1 

BIO 111 General Biology I 3 5) 0 + 

DRA 126 Storytelling 3) 0 0 3 

ENG 111 Writing and Inquiry 3 0 0 3 

ENG 112 Writing/Researchin the Disc 3 0 0 3 

{ENG 231 American Literature I b) 0 0 3 

ot 

ENG 232 Ametican Literature Il 8 0 0 3} 

HIS 131 American History I 6) 0 0 3 

MAT 143 Quantitative Literacy 8) 0 0 3) 

PSY 150 General Psychology 6) 0 0 3 

SOC 210 — Introduction to Sociology 8 0 0 3 

Credits: 29 


Total Required Credit Hours for Associate Program 65 


Students must meet the receiving university’s foreign language and/or health and physical education requirements, 
if applicable, prior to or after transfer to the senior institution. 


Three semester hour credits in Speech/Communication may be substituted for 3 SHC in Humanities/Fine Arts. 
Speech/Communication may not substitute for the literature requirement. 


Upon successful completion of the associate in fine arts degree, students who meet the requirements outlined in 
this articulation agreement will be eligible to be considered for admission as juniors to the universities offering the 
baccalaureate degree. 


Associate in General Education (A10300) 


The Associate in General Education curriculum is designed for the academic enrichment of students who wish to 
broaden their education, with emphasis on personal interest, growth, and development. 


Course work includes study in the areas of humanities and fine arts, social and behavioral sciences, natural sciences 
and mathematics, and English composition. Opportunities for the achievement of competence in reading, writing, 
otal communication, fundamental mathematical skills, and the basic use of computers will be provided. 


Through these skills, students will have a sound base for life-long learning. Graduates are prepared for 


advancements within their field of interest and become better qualified for a wide range of employment 
opportunities. 
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Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
General Education Courses 
The general education core includes study in the areas of humanities and fine arts, social and behavioral sciences, 
natural sciences and mathematics, and English composition. 


English 

Select 6 SHC from the following: 

ENG 111 Writing and Inquiry 3 0 Qsjovkies 
And one of the following: 

ENG 112 Writing/Research in the Disciplines 3 0 Ouenes 
ENG 113 _ Literature-Based Research 3 0 Oig A 
ENG 114 Prof Research & Reporting 3 0 O tera 


Communications /Humanities / Fine Arts 

Select 6 SHC from the following: 

Select courses from the following discipline areas: communications, music, art, drama, dance, foreign languages, 
interdisciplinary humanities, literature, philosophy, and religion. 


Communications / Humanities: 





GOM-. 231 Public Speaking Db 0 0 3 
ENG. 131 Introduction to Literature 3 0 0 3 
ENG 231 American Literature I o 0 0 3 
ENGse232 American Literature IT 3 0 0 3 
ENG 243 Major British Writers 5 0 0 2 
ENG 261 World Literature I 3 0 0 3 
ENG 262 #World Literature II 3 0 0 3 
HUM 115 Critical Thinking 5) 0 0 3 
BWM “120 Cultural Studies % 0 0 3 
REL 110 World Religions 3 0 Ones 
REL 211 = Intro to Old Testament 3 0 0 3 
REL 212 Intro touNew Testament d 0 0 Bp 
Fine Arts: 

ART 111 Art Appreciation 3 0 Ot epens 
ART 114 = Art History Survey I 3 0 Overyod 
ART 115 — Art History Survey II 3 0 Ogided 
ART 117 Non-Western Art History 3 0 0 3 
DRA 111 Theatre Appreciation 8 0 0) ore 
DRA 115 Theatre Criticism 3 0 0 3 
DRA 126 — Storytelling 5 0 0 3 
MUS 110 Music Appreciation 3 0 O> lated 
MUS 113 American Music 3 0 0 3 


Social/ Behavioral Sciences 

Select 3 SHC from the following: 

Select courses ftom the following discipline areas: anthropology, economics, geography, history, political science, 
psychology, and sociology. 


87 


ECO 151 Survey of Economics 
ECO 251 Prin of Microeconomics 
ECO 252 Prin of Macroeconomics 
GEO 111 World Regional Geography 
HIS 111 World Civilizations I 

HIS) 112 World Civilizations II 
HIS 121 Western Civilization I 
HIS 122 Western Civilization II 
HIS 131 American History! 

HIS 132 <American’History I 

HIS 221 African-American History 
POL 120 American Government 
PSY 110 Life Span Development* 
PSY 141 Psych of Death & Dying 
PSY 150 General Psychology 

PSY 241 Developmental Psych 
PSY 265 — Behavioral Modification* 
PSY 281 Abnormal Psychology 
SOC 210 — Introduction to Sociology 
SOC 213 Sociology of the Family 
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Natural Sciences /Mathematics 

Select 3 SHC from the following: 

Select courses from the following discipline areas: astronomy, biology, chemistry, earth sciences, physics, general 
science, college algebra, trizonometry, calculus, computer science, and/or statistics. 


Natural Sciences 

BIO 111 ~~ General Biology I o) 8 0 4 
BIO 112 ~~ General Biology II 3 4) 0 + 
BIO. 120 Introductory Botany 3 3 0 4 
BIO 130 Introductory Zoology 3 3 0 4 
BIO 140 — Environmental Biology O 0 0 S) 
BIO. 140A _ Environmental Biology Lab 0 5 0 1 
BIO 145 Ecology y 3 0 4 
BIO 155  Nuttition 3 0 0 3 
BIO 163 Basic Anat & Physiology 4 2 0 5 
BIO 168 Anatomy and Physiology I 3 3 0 4 
BIO. 169 Anatomy and Physiology II 3 p 0 + 
BIO 275 = Microbiology 6 3 Rar. 
CHM 131 — Intro to Chemistry 3 0 0 B 
CHM 131A Intro to Chemistry Lab 0 3 0 1 
CHM 132 Organic & Biochemistry 3 3 0 4+ 
CHM 151 General Chemistry I 5 3 0 4 
CHM 152 General Chemistry II 3 3 0 + 
PHY 110 Conceptual Physics 8 0 0 3 
Mathematics 

MAT 110 Math Measurement* 0 0 3 
MAT 121  Algebra/Trigonometry I* os 2 0 3 
MAT 122 Algebra/Trigonometry II* @ 2, 0 3 
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MAT 141 Math Concepts I 2) 0 0 3 
MAT 142 Math Concepts I 3 0 eats 3 
MAT 143 Quantitative Literacy 3 0 Daciems 
MAT 152 — Statistics Methods | 3 1 O 4 
MAT 171 Precalculus Algebra 3 0 Or es 
MAT 172 Precalculus Trigonometry 9) 0 0 3 
MAT 175 Precalculus 4 0 Osim 
MAT 263 Brief Calculus 4 0 Ow, 0S 
MAT 271 CaleulusT 8 J 0 + 
CIS 110 = Intro to Computers Z 2 0 3 

ot 
Wismeeeti (Basic PCiLiteracy* 1 2 0 2 
(Ts ils) Intro to: Prog: & Logic 2 2 0 3 
Required Course 
m@n 122 ~3©College Transfer Success 0 2 Oar eh 
Other Required Courses (49-50 SHC) 
Other required hours include additional general education and professional courses. 

Total SHC 65 


*Course is not a part of the college transfer comprehensive articulation agreement. 
Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in general education degree is awarded upon successful completion of 64-65 semester hours of 
College level courses. 


Associate in General Education: Pre-Nursing (A10300N) 


The Pre-Nursing curriculum provides individuals with an opportunity to upgrade their skills by taking courses 
suited for their occupational interests and/or needs. The suggested sequence of pre-nursing courses is designed 
primarily for students interested in allied health careers. Completion of courses, however, does not guarantee 
admission to R-CCC’s Health Technologies programs. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
General Education Courses 
ENG 111 Writing and Inquiry 6 0 0 2 
{ENG 112  Writing/Researchin the Disc 3 0 0 3 

ot 
ENG 114 Prof. Research & Reporting 3 0 0 3} 
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Humanities /Fine Arts 
Select 12 SHC from the following: 
Four courses from at least three discipline areas are required. At least one course must be a literature course. 





Humanities: 

ENG. 131 Introduction to Literature 3 0 0 6 
BENG 231 American Literature I 3 0 0 3 
ENG 232 Major American Writers 3 0 0 3 
ENG 243 ~~ Major British Writers 3 0 0 3 
ENG 261 World Literature I 3 0 0 3 
ENG 262 World Literature II 3 0 0 3 
HUM 115 Critical Thinking 3 0 0 3 
HUM 120 Cultural Studies 3 0 0 3 
REL 110 World Religions 3 0 0 3 
RED eZ Intro to Old Testament S 0 0 3 
RED 9212 Intro to New Testament 3 0 0 b 
Fine Arts: 

Ree ed Art Appreciation 3 0 0 5 
ART 114 Art History Survey I ‘) 0 0 8 
ART 115 Art History Survey II 3 0 0 3 
ART 117 Non-Western Art History é) 0 0 3 
COMe281 Public Speaking 3 0 0 3 
DRA 111 Theatre Appreciation 3 0 0 8 
DRA 115 Theatre Criticism 3 0 0 § 
DRA _ 126 Storytelling 3 0 0 3 
MUS 110 Music Appreciation 3 0 0 3 
MUS 112 Introduction to Jazz 5) 0 0 3 
DMS? 113 American Music 3 0 0 3 


Social/ Behavioral Sciences 
Select 12 SHC from the following: 
Four courses from at least three discipline areas are required. At least one course must be a history course. 


Choose One: 

HIS 111 World Civilizations I 3 0 0 3 
HIS 112 World Civilizations II 3) 0 0 3 
HIS 121 Western Civilization I 3 0 0 ) 
HIS 122 Western Civilization II 3 0 0 s) 
HIS 131 American History I 6 0 0 5 
HIS 132 American History II s) 0 0 3 
Required: 

PSY 150 General Psychology 3 0 0 o 
PSY 241 Developmental Psychology 3 0 0 3 
SOC 210 — Introduction to Sociology Q 0 0 3 
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Natural Sciences 

Select 8 SHC from the following: 

Two courses, including accompanying laboratory work, from the biological and physical science disciplines are 
required. 





CHM 131 Intro to Chemistry 3 0 0 3 
CHM 131A Intro to Chemistry Lab 0 3 0 1 
CHM 132 Organic and Biochemistry 3 3 0 + 
CHM 151 General Chemistry I 5 3 0 4 
CHM 152 General Chemistry I 3 } 0 4 
Mathematics (6 SHC) 
The following courses are required. 
MAT 143 Quantitative Literacy 3 0 0 3 
MAT 152 — Statistical Methods I & 1 0 + 
Other Required Courses 
BIO 168 Anatomy and Physiology I 2 3 0 4 
BIO 169 Anatomy and Physiology II 3 » 0 4 
BIO 275 Microbiology 6 d 0 4 
CIS. 110 Intro to Computers Z Jd 0 3 
PSY 281 Abnormal Psychology 3 0 0 3 
SOC 213 Sociology of the Family ’ 0 0 3 
ACA 122 College Transfer Success 0 2 0 1 
Total SHC 66 


Students must meet the receiving university’s foreign language and/or health and physical education requirements, 
if applicable, prior to or after transfer to the senior institution. 


Upon successful completion of the associate in arts degree, students who meet the requitements outlined in this 
pre-major articulation agreement for Nursing will be eligible to be considered for admission as juniors to the 
universities offering the baccalaureate degree. 


Associate in Science (A10400) 


The Associate in Science degree shall be granted for a planned program of study consisting of a minimum of 60 
semester hours of credit (SHC) of college transfer courses. Within the degree program, the institution shall include 
opportunities for the achievement of competence in reading, writing, oral communication, fundamental 
mathematical skills, and the basic computer use. 


Courses are approved for transfer through the Comprehensive Articulation Agreement (CAA). The CAA enables 
North Carolina community college graduates of two-year associate in science programs who are admitted to 
constituent institutions of The University of North Carolina to transfer with junior status. 


Community college graduates must obtain a grade of “C” or better in each course and an overall GPA of at least 
2.0 on a 4.0 scale in order to transfer with a junior status. Courses may also transfer through bilateral agreements 
between institutions. 
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GENERAL EDUCATION (45 SHC) 
The general education common course pathway includes study in the areas of English composition; humanities 
and fine arts; social and behavioral sciences; natural sciences and mathematics. 


UNIVERSAL GENERAL EDUCATION TRANSFER COMPONENT 
(All Universal General Education Transfer Component courses will transfer for equivalency credit.) 
English Composition (6 SHC) 


The following two Enghsh composition courses are required. 


Title Class Lab Clin/Exp Credits 
General Education Courses 
ENG 111 Writing and Inquiry 5) 0 0 3) 
ENG 112 Writing/Researchin the Disc 3 0 0 3 
Select hyo courses from the following from at least two different disciplines (6 SHC) 
Communications 
COM 231 Public Speaking oS 0 0 o 
Humanities /Fine Arts 
ARV 111) SAreApprectation 3 0 0 3 
ART 114 — Art History Survey I 2 0 0 4 
ART 115 — Art History Survey II 8 0 0 is 
ENG 231 American Literature I 8) 0 0 3) 
ENG 232 American Literature II 3 0 0 SD 
MUS 110 Music Appreciation 3 0 0 5) 
MUS 112 Introduction to Jazz 3 0 0 3 
PHI 215 Philosophical Issues 3 0 0 . 
PHI 240 — Introduction to Ethics 3 0 0 3) 
Social/ Behavioral Sciences (6 SHC) 
Select two courses from the following from at least two different disciplines: 
ECO 251 Prin of Microeconomics é) 0 0 5 
ECO 252 ~~ Prin of Macroeconomics a 0 0 3 
HIS 111 World Civilizations I 3 0 0 3) 
HIS 112 World Civilizations II 3 0 0 3 
HIS 131 American History I é 0 0 S) 
HIS 132 American History II 3 0 0 $1 
POL 120 American Government 3 0 0 3) 
PSY 150 General Psychology 3 0 Anarene: 
SOC 210 Introduction to Sociology 3 0 0 3 
Math (8 SHC) 
Select two courses from the following: 
MAT 171 Precalculus Algebra 3 os O 4 
MAT 172  Pre-calculus Trigonometry 3 2 O 4 
MAT 263 Brief Calculus 3 2 0 4 
MAT 271 Calculus I 3 2 0 + 


Natural Sciences (8 SHC) 
Select 8 SHC from the following course(s): 


a2 


{AST 151 General Astronomy I 3 0 Or 23 


and 


AST 151A General Astronomy Lab I 0 2s Os wine ? 
BIO 110 Principles of Biology 3 5 0 4 
BIO 111 General Biology I 3 3 0 4 
BIO 112 General Biology II 3 3 0 4 
CHM 151 General Chemistry I 3 3 O 4 
GEL 111 Introductory Geology 3 2 O 4 
{PHY 110 Conceptual Physics 3 0 0 3 
and 
PHY 110A Conceptual Physics Lab 0 2 Osan D} 
fay isl §6§6Gollege Physicsil 4 2 0 
and 
PHY 152 College Physics II 3 2 QO 4} 
fey 251° General:Physics I 3 3 O 4 
and 
PHY 252 General Physics II 3) 2) Quipar4} 


ADDITIONAL GENERAL EDUCATION HOURS (11 SHC) 

An additional 11 SHC of courses should be selected from courses classified as general education within the 
Comprehensive Articulation Agreement. Students should select these courses based on their intended major and 
transfer university. 


OTHER REQUIRED HOURS (15 SHC) 
Academic Transition (1 SHC) 


The following course is required: 


Peay ieee Ollece | ransfer Success 0 2 0 1 
An additional 14 SHC of courses should be selected from courses classified as pre-major, elective or general 
education courses within the Comprehensive Articulation Agreement. Students should select these courses based 


on their intended major and transfer university. 


*One semester hour of credit may be included in a 61 SHC associate in science program of study. The 
transfer of this hour is not guaranteed. 


Total SHC 60-61 


Students must meet the receiving university’s foreign language and/or health and physical education requirements, if applicable, prior to 
or after transfer to the sentor institution 
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ASSOCIATE IN APPLIED SCIENCE DEGREES (A.A.S.), DIPLOMAS, AND CERTIFICATES: 


COMPREHENSIVE ARTICULATION AGREEMENT 
Transfer Course List 
Effective Fall 2014 


UGETC - Indicates a Universal General Education Transfer Component Course 


Courses that can be used to fulfill the Humanities/Fine Arts, Social/Behavioral Science, and Physical Education 
requirements for the Associate in Applied Science Degrees (A.A.S.) and Diplomas: 


Comprehensive Articulation Agreement Courses 
Class Lab Clinic/Exp Credits 

Humanities /Fine Arts Courses 

ART 111 Art Appreciation 

AR weil Art Methods and Materials 

ART 114 = Art History Survey I 

ART 115 Art History Survey II 

ART 116 Survey of American Art 

ART 117 Non-Western Art History 

NR ied Design 

ART #131 Drawing I 

ART 171 Computer Art I 

ART 240 Painting I 

ART 244 Watercolor 

ART 260 Photography Appreciation 

ART 231) \esculpturel 

IATL eo Ceramics I 

DRA 111 Theatre Appreciation 

DRAW 1LI5 Theatre Criticism 

DRA 126 Storytelling 

ENG wet Creative Writing I 

FBNG™ 131 Introduction to Literature 

FRING?2Z33 Major American Writers 

*ENG 231 American Literature I 

*ENG 233 American Literature II 

*ENG 243 Major British Writers 

Z-ENG-261 World Literature I 

*ENG 262 World Literature II 

HUM 115 Critical Thinking 

HUM 120 Cultural Studies 

MUS 110 Music Appreciation 

MUS 112 Introduction to Jazz 

MUS 113 American Music 

REDe 16 World Religions 

REL eo id Introduction to Old Testament 

[iad keg Introduction to New Testament 


WD WWW WD WW WH WH WW & HD WH WWW © OW OOOO W WW WDND W 
a a CN ON = CNS ONE GNEONE CN Eo ono eh) 
S20 2 ee oS © aS Ss 2 SS oe SS © © ©@ = cS oS oS SS Ss /S__ S S|] | SS) =|) 
BD WD WWW DW WW WW WW HW WH WWW WW WH WH WW WW WH WH WH WH WH W 


94 


*Note: These courses can only be taken if the program requires ENG-112, ENG-113, or ENG-114 


@lassuiab’ © Clinic /Exp Credits 

Social/ Behavioral Sciences Courses 

ECO 151 Survey of Economics 3 0 0 3 
ECO 251 Principles of Microeconomics 3 0 0 3 
ECO 252 Principles of Macroeconomics 3 0 0 3 
GEO 111 World Regional Geography 3 0 0 3 
GEO 130 General Physical Geography 3 0 0 5 
HIS 111 World Civilizations I 3 0 0 6) 
HIS 112 World Civilizations II 3 0 0 3 
HIS 121 Western Civilization I 3 0 0 3 
HIS 122 Western Civilization II 3 0 0 3 
HIS 131 American History I 3 0 0 3 
HIS 132 American History II 3 0 0 3 
HIS 221 = African-American History 3 0 0 3 
POL 120 American Government 3 0 0 3 
PSY 110 Life Span Development 8 0 0 3 
PSY 141 Psychology of Death and Dying 3 0 0 3 
PSY 150 General Psychology 3 0 0 3 
SOC 210 Introduction to Sociology 3 0 0 3 
SOC 213 Sociology of the Family 5 0 0 3 
SOC 220 = Social Problems 3 0 0 3 
SOC 225 Social Diversity 3 0 0 3 

Class Lab Clinic/Exp Credits 

Physical Education Courses 

PED 110 Fit and Well for Life 1 2 0 vA, 
PED 111 Physical Fitness I 0 $i) 0 1 
PED 113 Aerobics I 0 3 0 1 
PED 115 Step Aerobics I 0 3 0 1 
Peli 177 Weight Training I 0 3 0 1 
PED 120 Walking for Fitness 0 3 0 1 
Pei 22 Yoga I 0 2 0 1 
PED 125 Self-Defense-Beginning 0 2 0 1 
PED 130 Tennis-Beginning 0 2 0 1 
PED 137 Badminton 0 2 0 1 
PED 138 Archery 0 2 0 1 
PED 142 Lifetime Sports 0 2 0 1 
PED 143 Volleyball-Beginning 0 2 0 i 
PED 145 Basketball-Beginning 0 2 0 1 
PED 148 Softball 0 2 0 1 
PED 149 Flag Football 0 2 0 1 
PED 152 Swimming-Beginning 0 2 0 1 
PED 21 Pilates I 0 2 0 1 
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Accounting (C25100) 


The Accounting program is offered through a collaborative agreement with Halifax Community College in 
Weldon. Courses leading to an accounting certificate may be completed at R-CCC, while courses leading to an 
associate degree may be completed at Halifax. 


The associate-level Accounting curriculum is designed to provide students with the knowledge and the skills 
necessary for employment and growth in the accounting profession. Using the “language of business,” 
accountants assemble and analyze, process, and communicate essential information about financial operations. 


In addition to course work in accounting principles, theories, and practice, students will study business law, 
finance, management, and economics. Related skills are developed through the study of communications, 
computer applications, financial analysis, critical thinking skills, and ethics. 


Graduates should qualify for entry-level accounting positions in many types of organizations including accounting 
firms, small businesses, manufacturing firms, banks, hospitals, school systems, and governmental agencies. With 


work experience and additional education, an individual may advance in the accounting profession. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
Fall Semester 
INGE e12() Prin of Financial Acct 3 2 0 4 
ACC 150 Acct Software Appl 1 ze 0 A 
CIS 110 Intro to Computers 2 2 0 5 
Credits: 9 
Spring Semester 
ACE™ 12 Prin of Managerial Acct 3 2 0 4 
ACE 129 Individual Income Taxes 2 2 0 5 
ACC 140 Payroll Accounting 1 2 0 2 
Credits: 9 


Total Required Credit Hours for Certificate Program 18 


A certificate is awarded from Roanoke-Chowan Community College upon successful completion of the above 
courses. 


An associate in applied science degree is awarded from Halifax Community College upon successful completion of 
the program. 
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Air Conditioning, Heating, & Refrigeration Technology (A35100) 


The Air Conditioning, Heating, and Refrigeration Technology curriculum provides the basic knowledge to develop 
skills necessary to work with residential and light commercial systems. 


Topics include mechanical refrigeration, heating and cooling theory, electricity, controls, and safety. The diploma 
program covers ait conditioning, furnaces, heat pumps, tools and instruments. In addition, the AAS degree covers 
residential building codes, residential system sizing, and advanced comfort systems. 


Diploma graduates should be able to assist in the start-up, preventive maintenance, service, repair, and/or 
installation of residential and light commercial systems. AAS degtee graduates should be able to demonstrate an 


understanding of system selection and balance and advanced systems. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
First Year 
Fall Semester 
{ACA 111 College Student Success 1 0 0 1 

or 
G22) College Transter Success 0 Z, 0 1} 
AHR 110 Intro to Refrigeration 2 6 0 5 
{AHR 111 HVACR Electricity 2. 2 0 3 

ot 
ELC 111 Introduction to Electricity 2 ye 0 3} 
BPR 130 Print Reading-Construction 0 0 0 S 
{ISC 112 Industrial Safety 2 0 0 2 

ot 
ISC- 115 Construction Safety D: 0 0 ay 
WLD 113 — Soldering and Brazing 1 2 0 2 

Credits: 15 


Spring Semester 


AHR 113 Comfort Cooling 2 + 0 4 

AHR 151 HVAC Duct Systems.1 1 3 0 2 

AHR 160 ~ Refrigerant Certification 1 0 0 1 

{CIS 110 Intro to Computers 2 2 0 3 
or 

See lee Basic BO Literacy, 1 2 0 2} 

ENG 111 Writing and Inquiry 3 0 0 3 

{MAT 110 Math Measurement and Literacy 2 Zz 0 3 
ot 

PHY 110 Conceptual Physics 3 0 0 3} 

Physical Education Requirement* 1 


*(Choose one course from the Physical Education Course list on page 88) 
Credits: 16 


v7 


Second Year 
Fall Semester 


AHR 112 Heating Technology Zi 4 0 4 
AHR 120 HVACR Maintenance 1 6 0 Us 
AHR 115 Refrigeration Systems 1 3 0 2 
AHR: 152) (HVAG Dues systenisal| 1 3 0 Z 
AHR 180 HVACR Customer Relations 1 0 0 1 
AHR 213 HVACR Building Code 1 2 0 2. 
COM 231 Public Speaking 3 0 0 D 
Credits: 16 
Spring Semester 
AHR 114 Heat Pump Technology 2 4 0 4 
AHR 130 HVAC Controls 2 oy} 0 3 
AHR 211 Residential System Design 2 2 0 5 
AHR 212 Advanced Comfort Systems 2 6 0 4 
AHR 250 HVAC System Diagnostic Js 4 0 2 
{WBL 112 Work Based Learning I 0 0 20 2 
or 
WBL 122 Work Based Learning I 0 0 20 2} 
Credits: 18 
General Education Required Courses 
Humanities/Fine Arts Requirement* 5 
*(Choose one course from the Humanities/ Fine Arts Course list on page 87) 
Social/Behavioral Sciences Requitement* oD 
*(Choose one course from the Social/ Behavioral Sciences Course list on page 88) 
Credits: 6 


Total Required Credit Hours for A.A.S. Degree 68 
Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in applied science degree is awarded upon successful completion of the program. 


Air Conditioning, Heating, & Refrigeration Technology (D35100) 


Course and Hour Requirements 

Title Class Lab Clin/Exp Credits 
First Year 
Fall Semester 


{ACA 111 — College Student Success 1 0 0 1 
or 

ACA 122 College Transfer Success 0 2 0 1} 

AHR 110 Intro to Refrigeration 2 6 0 5 

AHR 112 — Heating Technology 2 a 0 4 

AHR 151 HVAC Duct Systems I 1 3 0 4 

AHR 180 HVACR Customer Relations 1 0 0 1 
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{AHR 111 HVACR Electricity a Z 0 3 


or 
ELC 111 — Introduction to Electricity 2 2 0 3} 
ENG 111 Writing and Inquiry 5 0 0 3 

Credits: 19 
First Year 
Spring Semester 
AHR 113 Comfort Cooling os + 0 “ 
AHR 114 Heat Pump Technology 2 4 0 + 
AHR 130 HVAC Controls 2 Z 0 3 
AHR 160 ~ Refrigerant Certification 1 0 0 1 
{AHR 120 HVACR Maintenance 1 b 0 2, 
Or 
WBL 112 Work Based Learning IT} 
MAT 143 Quantitative Literacy 2 % 0 3) 
WLD 113 — Soldering & Brazing ik 2 0 
Physical Education Requirement* 1 
*(Choose one course from the Physical Education Course list on page 58) 
Credits: 20 

Total Required Credit Hours for Certificate Program 32 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 
A diploma is awarded upon successful completion of the program. Two certificate options are available: 
Heat Pump Certificate (C35100A) 


Major Required Courses 


{AHR 111 HVACR Electricity 2 2 0 3 
ot 

BLG sis Introduction to Electricity D 2 0 ot 

AHR 113 Comfort Cooling 2 4 0 4 

AHR 114 Heat Pump Technology 2 4 0 4 

AHR 130 HVAC Controls 2 2 0 3 

AHR 160 Refrigerant Certification 1 0 0 1 

Total Major Required Hours 15 

HVAR Certificate (C35100B) 

Major Required Courses 

AHR 110 Intro to Refrigeration 2 6 0 5 

{AHR 111 HVACR Electricity 2 2 0 3 
or 

ELC 111 = Introduction to Electricity 2 2 0 3} 

AHR 112 Heating Technology 2 4 0 

AHR 160 ~ Refrigerant Certification 1 0 0 1 

Total Major Required Hours 13 
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HVAC Mechanical Installation Certificate (C35100C) 


Major Required Courses 


AHR 151) “HVAC Ductsyctems:! 1 é) 0 yi 
AHR 152 HVAC Duct Systems II 1 3 0 2 
AHR 211 Residential System Design 74 Z 0 3 
AHR 213 HVACR Building Code 1 2 0 2 
BPR 130 Blueprint Reading/Construction 0 0 0 3 
WLD 113 — Soldering & Brazing 1 4s 0 2 
Total Major Required Hours 14 


Associate Degree Nursing (A45110) 


The Associate Degree Nursing curriculum prepares individuals with the knowledge and skills necessary to provide 
nursing care to clients and groups of clients throughout the lifespan in a variety of settings. 


Courses will include content related to the nurse’s role as provider of nursing care, as manager of care, as member 
of the discipline of nursing, and as a member of the interdisciplinary team. 


Graduates of the Associate Degree Nursing program are eligible to apply to take the National Council Licensure 
Examination for Registered Nurses (NCLEX-RN) which is required for practice as a Registered Nurse (RN). 
Employment opportunities include hospitals, long-term care facilities, clinics, physician’s offices, industry, and 
community agencies. 


Approved by the NC Board of Nursing, the ADN program admits first time nursing students in the fall semester 
only. A maximum of 60 students may be enrolled in the program, which includes first and second level. To be 
considered for admission to the program, applicants must meet the admission requirements established by the 
College. Applicants must also meet those admission requirements established by the ADN program. ADN 


admission/selection is a competitive process which is outlined in this document. 


Individuals who are interested in the Nursing Program or currently enrolled in pre-nursing courses are strongly 
encouraged to attend one of two orientation sessions detailing the admissions process, held annually in October. 
(Your attendance at one of these sessions equals four (4) points on your admissions ranking worksheet). 
The nursing faculty will advise each potential applicant about the course requirements for nursing and related 
courses for earning an Associate Degree in Nursing and the role of the Registrar in determining what credits are 
awatded on transfer course work. The admission/selection process for the ADN program is composed of three 
steps. Each step must be completed in sequence. Applications are accepted from interested individuals beginning 
in November of the year prior to which the person wishes to enter the Nursing Program. Associate degree nursing 
program applications are available online at www.toanokechowan.edu, or in person from the Office of Admissions 
or by mail request to Admissions Office, Roanoke-Chowan Community College, 109 Community College Road, 
Ahoskie, NC 27910. Applications do not carry over from year to year. A new application must be completed and 
the admission process followed beginning in November of the year prior to which that individual desires 
admission into the Nursing Program. Certain courses/classes are pre-requisites for admission into the Nursing 
Program, for example certified nursing assistant and CPR classes. 
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Minimum Requirements 


STEP I: _COMPLETION OF MINIMUM REQUIREMENTS 


____a. Complete an Application for Admission to Roanoke-Chowan Community College (R-CCC) either 
online by visiting the R-CCC website at www.roanokechowan.edu or in person from the office of Admissions or 
by mail request to Admissions Office, Roanoke-Chowan Community College, 109 Community College Road, 
Ahoskie, NC 27910. 

___ b. Request and submit official transcripts from high school or Adult High School Diploma/GED 
certificate and all colleges/universities attended to Student Development Services, Roanoke-Chowan Community 
College, 109 Community College Road, Ahoskie, NC 27910. R-CCC cannot request transcripts for you. Official 
transcripts are signed and sealed in an envelope which only R-CCC staff can open. A supplementary transcript of 
the final semesters work should be submitted by the school after high school graduation. Applicants with a high 
school diploma equivalency certificate (GED) must submit a copy of the test scores in lieu of a transcript. 
Applicants with a bachelor’s degree are not required to submit high school transcripts. Please allow a few 
weeks after R-CCC receives your college transcripts to receive a transcript evaluation report. This report will 
indicate what courses have transferred to R-CCC. Grades less than “C” on related curriculum sequence 
coursework or less than “B” on nursing course work will not be transferred. 


___c. Take the NC DAP (North Carolina Diagnostic Assessment and Placement) test for proper course 
placement. Applicants who have taken the Scholastic Aptitude Test (SAT) or American College Testing (ACT) 
may be exempt from testing. Call the Testing Center at 252-862-1238 to schedule an appointment for testing. 


If an applicant is eligible for any exemption from testing, the applicant must secure a waiver form from Director of 
Admissions before testing, which must be presented to the test administrator on the day of testing. 


Applicants not scoring at or above the cut-off scores on the NC DAP testing will be placed in the appropriate 
education courses. Students must then progress through these course studies until the following proficiency levels 
are completed: 


English - DRE 098 
Algebra - DMA 050 


Students must complete DRE and DMA coutses with a grade of a “P”. 

- Or- 
Retesting on the NC DAP will be permitted once, providing the applicant has not enrolled in any 
developmental courses. The testing waiver form will indicate the area(s) of the test to be retaken. If after 
retesting, the applicant has not met the cut off scores on the placement test, the applicant must then enroll in 
and progress through the appropriate developmental courses. 


Test scores will be valid for a period of five years. Applicants who have taken the NC DAP at other 
institutions may have an official copy of the scores sent to the College’s Testing Center. 


SAT or ACT scores will be considered in accordance with R-CCC admissions policy. 
Additional requirements for International Students: To demonstrate proficiency in the Enghsh language, the 
applicant must take the Test of English as a Foreign Language (TOEFL) and score at least 500 (written test) or 173 


(computerized test) 


___d. Biology requirement: Applicant must complete or have completed one biology course in high school or 
one course equivalent to high school biology at R-CCC or another college with a minimum grade of “C.” 
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Students planning to complete science courses at R-CCC must comply with appropriate prerequisite requirements, 
which include completion of high school biology within the last 5 years. 


____e. Chemistry requirement: Applicant must complete or have completed one chemistry course in high 
school ot one coutse equivalent to high school chemistry at R-CCC or another college with a minimum grade of 
“C.” Students planning to complete science courses at R-CCC must comply with appropriate prerequisite 
requirements, which include completion of high school chemistry within the last 5 years. 


___f. GPA (Grade point average requirement): Applicant must have a minimum cumulative (overall) grade 
point average (GPA) of 2.8 or higher on the most recent three academic semesters (minimum of 12 college credit 
hours) of coursework. The GPA calculations will omit grades from developmental courses, ACA courses and PE 
courses. 


____ g. Applicant must complete the Associate Degree Nursing (ADN) Program Application and submit a 
copy by postal mail postmarked on or before February 1, no exceptions granted. Mail to ATTN: Nursing 
Department Admissions, Roanoke-Chowan Community College, 109 Community College Road, Ahoskie, NC 
PEON 


___h. Applicant must be listed as a Certified Nurse Aide with the NC Division of Health Service Regulation 
Registry. Beginning fall 2015, all applicants must submit proof of listing at the time the application to the 
Nursing Program is submitted (on or before February 1st). CNA registry must remain current 
throughout the ADN program. 


___1. Applicant must submit evidence of cardiopulmonary resuscitation certification (CPR) at the Health Care 
Provider Level. Beginning fall 2015, proof of CPR certification must be submitted at the time the 
application to the Nursing Program is submitted (on or before February 1st). 


___j. Completed Health Form: Submit a completed North Carolina Community College System (NCCCS) 
Health Examination Form, available online at www.roanokechowan.edu 
verifying physical and emotional health as evidence of the applicant’s ability to provide safe nursing care to the 
public (21 NCAC 36.0320). This examination includes a current TB skin test (chest x-ray if positive TB skin 
test), Chicken Pox titer (or vaccine), Hepatitis B series (or declination*), Influenza (flu) and complete 
immunization records. The health exam may be completed by a physician, nurse practitioner, or physician 
assistant. The health exam must be current within 9 months of enrollment in a “NUR” course and be 
submitted at the time the application is made to the program, no extensions will be granted. *Applicant 
may sign a declaration form for waiver of Hepatitis B immunization after consultation with the program coordinator. 
If the Health Examination Form and all other required documents are not submitted, the applicant 
will forteit his/her admission into the Nursing Program. 


___k. Conditional Letter, Permission to take Kaplan Entrance Exam: After the qualifying 2.8 GPA has 
been confirmed by the Registrar’s Office, the Kaplan Entrance Examination for the ADN Program must be 
taken. 

a. Applicant will be notified by a letter from the Nursing Department Admissions when to schedule an 
appointment to take the Kaplan Entrance Test. Kaplan Entrance Test scores will be valid for a period of one year. The 
scores achieved on this test will be used in the admission selection process for the Associate Degree Nursing 
Program. 

b. Applicants will be allowed to retest one time during the admissions process for admission into fall 

semester. 


1. Applicants seeking admission must complete ALL of the above minimum admission 
requirements. Completion of the minimum admission requirements does not guarantee acceptance into 
the nursing program. 


STEP II: Competitive Criteria for ADN Admission/Selection 


After the applicant has completed the admission requirements outlined in Step I, each applicant will 
be evaluated utilizing the following criteria. 


Assessment Criteria Maximum Points 
CRITERION 1: Completed Course Work and Grade-Point Average 40 pts. 
CRITERION 2: = Kaplan Entrance Test Score 100 pts. 
CRITERION 3: Related Experience and Residency 5 pts. 


The points an applicant receives from each of these criteria will be added together. The applicants who 
receive the highest number of points will be considered for admission to the program. After the criteria have 
been applied, the date of original application to the ADN program will be utilized to determine priority for 
admission in circumstances where applicants have achieved the same scote. 


Criterion 1: a. Completed Course Work (32 points) and GPA (4 points) and Attendance at 
Knowledge Sharing Session (4 points) = TOTAL 40 points 


Completed Coursework (32 points) 
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ENG 114 (3) 


PSY 150 (3) 


PSY 241 (3) 
HUM 115 (3) 


Point System A = 4, B= 3, C =2 


b. Grade-Point Average (4 points) 


*GPA 2 3.5 (4 points) 

*Applicant must have a minimum cumulative (overall) grade point average (GPA) of 2.8 or higher on the most recent 
three academic semesters (minimum of 12 college credit hours) of coursework. The GPA calculations will omit grades 
from developmental courses, ACA courses, and PE courses. 


c. Attendance at Knowledge Sharing Session (4 points) 
Criterion 2: Kaplan’s Entrance Test 


The Kaplan Entrance Test Scores will be worth a maximum of 100 points. 
Kaplan Entrance Exam (100 points) 


e Overall score of 65 or > 100 
e Overall score 55-64 50 
e Overall score <55 0 
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Criterion 3: Related Experience/Residency (5 points) 
Current CNA II (1 point) 
*Other allied health certificate/degree/licensure (2 points) 
Resident of Hertford, Bertie, Northampton and Gates (2 points) 


*Students will be awarded two (2) points total for an allied health degree/certification/licensure from the following list: LPN, 
X-ray tech, surgical tech, medication aide, dental hygienist, dental assisting, dialysis tech, phlebotomy, respiratory therapy, 
medical office, medical assisting, EMT, paramedic, physical therapy assistant, occupational therapy, recreational therapy, speech 
therapy, pharmacy tech. Other degrees/certificates/licensure will not be considered for ranking purposes. 


STEP III: Determination of Enrollment Status 


a. Letter of Acceptance: Applicants who are selected to enter the Nursing Program will receive a letter of 
acceptance into the nursing program. The applicant will be assigned one of the following enrollment categories: 
Accepted for enrollment 
Alternate (Qualified but placed on a waiting list) 
Not accepted (Those who do not qualify) 


A letter will be sent to each applicant by the postal mail, informing the applicant of the final admission 
recommendation. 


b. Mandatory Attendance at Orientation Session: Each student who receives a etter of acceptance will be 
required to attend the orientation session for the ADN program held annually on campus in August. 


c. Letter of Acknowledgment: Each student who receives a letter of acceptance will also receive an 
Acknowledgement Form. The Acknowledgement Form must be signed and returned to the Nursing Department 
in order to confirm the applicant’s intent to enroll in any NUR course in the fall semester. 


NOTES: 
1. Any applicant not admitted into the program in a particular year would need to reapply for entry into the ADN 
Program the next year. Students must then adhere to the admission policies that are current for that year. 


NO 


It is mandatory for applicants to inform Student Services of any changes in their personal information 
occurring since the date of application in order for corrections to be made on the selection data sheet 
(phone number, address, etc.) The College will not be responsible for any letters not delivered 
because of incorrect mailing addresses. 


3. If the applicant’s overall college GPA falls below 2.8 the applicant will forfeit admission to the nursing 
program. 


4. The nursing faculty recommends that all students enrolled in nursing carry private health insurance coverage. 


5. The admission procedure for the ADN Program is revised annually. Applicants are advised to go to the 
college website at www.roanokechowan.edu to read the current admission procedures. 


6. Any applicant whose behavior is inconsistent with the North Carolina Nurse Practice Act (NC NPA) during 
the admissions process may forfeit their right to be admitted into the ADN Program. You may find the NC 
NPA at www.ncbon.com . 
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7. Applicants are strongly encouraged to complete related curriculum sequence courses required in the nursing 
curriculum prior to entering the ADN Program. The related courses for Associate Degree Nursing (A45110) 
sequence are: 


*BIO 168 Anatomy & Physiology I *ENG 111 Writing and Inquiry 
PSY 150 Introductory Psychology PSY 241 Lifespan Development 
*BIO 169 Anatomy & Physiology I *ENG 112 Writing/Research in Disciplines 
* HUM 115 Critical Thinking or 
CIS 110 Intro to Computers *ENG 114 Professional Research and 
ACA 122 College Transfer Reporting 


*Highly recommended for completion prior to entering the ADIN Program 


8. Criminal Background Check 
The ADN Program requires a clinical component and a criminal background check is required by most clinical 
agencies. A student’s criminal record will impact the student’s opportunity to successfully complete the clinical 
portion of the course and therefore will limit the student’s ability to progress in the program. If a student is 
unable to attend any clinical site, due to the criminal background check, the student will be dismissed from the 
program. 


9.3 Transfer Students 

Applicants desiring to transfer into Roanoke-Chowan Community College Associate Degree Nursing program 
must meet the same admission criteria required of all nursing students. The applicant must follow the same 
procedure required by R-CCC for all transfer students as outlined in the R-CCC catalog. A transfer student is 
defined as a student who has completed all requirements for progression to the next semester at the college from 
which they ate transferring. Admission for the transfer student is on a “space-available” basis, not to exceed 10% 
of total program enrollment. Twenty-five percent of credit hours are required to be completed at this College for 
the degree to be conferred. 


In addition to the catalog requirements, the student may be requested to provide course outlines for all nursing 
courses for which the applicant is seeking credit, scores from any standardized test(s) like the Kaplan Entrance 
Test, taken at former schools, and a letter of recommendation from clinical instructor who most recently 
supervised applicant. The ADN Program Coordinator along with the Registrar will evaluate the outlines and 
determine the amount of credit to be awarded. Applicant must complete or receive transfer credit for coursework 
required in curriculum sequence prior to point of entrance into ‘NUR’ course with a grade of “C” or above in 
related coursework and an “80” (B) or better in ‘NUR’ courses. 


Due to the rapidly changing technology in nursing studies, any student seeking transfer to the ADN program after 
more than one-year lapse in nursing education will be asked to demonstrate proficiency in core nursing 
competencies by means of theory (written exam) and clinical (skills) performance evaluations with a score of “80” 
(B) or better. The proficiency exam will be administered by the nursing faculty at a scheduled time, to be 
announced during the application process. 


All applicants seeking advanced placement as a transfer student must complete ALL of the above admission 
requirements on or before February 1. Completion of the minimum admission requirements for transfer does not 
guarantee acceptance into the program. Following completion of the minimum admission requirements for a 
transfer student, the competitive selection process will be implemented for admission to the ADN program. 
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Advanced Placement (LPN) 
Enrollment is contingent upon meeting the criteria met by the generic nursing students, space availability as well as 
the following criteria: 

1. High school graduation or equivalent. 

2. ‘Transcript from the Practical Nursing Program showing courses taken and grades earned. 

3. Current unrestricted license to practice in North Carolina. 

4. Completion of or transfer credit for coursework required in curriculum sequence prior to point of entrance 
into NUR courses. Additional courses may sometimes be required. A minimum grade of “80” (B) is 
required on each nursing course and a minimum of “C” or better on all related coursework. 

5. Satisfactory completion with a grade of an “80” (B) or above on theory (written exam) and clinical 
performance (skill competency) evaluation, which are administered by the nursing faculty at a scheduled 
time, to be announced during the application process. 


All applicants seeking advanced placement as an LPN transition student must complete ALL of the above 
admission requirements on or before February 1. Completion of the minimum admission requirements for 
transfer does not guarantee acceptance into the program. Following completion of the minimum admission 
requirements for a transfer student, the competitive selection process will be implemented for admission to the 
ADN program. 


Criminal Background Check 

The ADN Program requires a clinical component and a criminal background check is required by most clinical 
agencies. A student’s criminal record will impact the student’s opportunity to successfully complete the clinical 
portion of the course and therefore will limit the student’s ability to progress in the program. If a student is unable 
to attend any clinical site, due to the criminal background check, the student will be dismissed from the program. 


General Abilities & Requirements 

The practice of nursing involves cognitive, sensory, affective, and psychomotor performance requirements. 
Nursing students should possess and be able to demonstrate the following abilities: critical thinking, interpersonal 
skills, mobility, communication skills, motor skills, hearing ability, visual acuity, tactile sensation, cognitive abilities, 
and weight bearing ability. Nursing students/applicants requiring special accommodations or modifications for 
learning (e.g., interpreter, reader, large print materials, or testing considerations) should contact Student Services. 


Academic Progression 
10.1 Evaluation and Guidance 


Student evaluation begins prior to admission when the application to enter College, the admission test scores, and 
the high school and college transcripts of the applicant are reviewed by the admissions committee. 


A planned program for regular evaluation of each student’s progress is instituted at the beginning of the academic 
year. Students are required to participate actively in the process of evaluation. Specific evaluation processes ate 
outlined in each course syllabus. 


Provision for student guidance is made in the area of academic advising. A faculty advisor is designated for each 
student upon entrance to the program. Office hours of the nursing faculty will be posted each semester on their 
office doors. Appointments may be scheduled within these office hours. Students are encouraged to meet with 
their advisors soon after admission and then on a regular basis for academic advising. Counseling is available 
through Student Support Services. 
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10.2 Academic Progression 

Academic progression in nursing includes successful completion of the course or didactic requirements and 
demonstrated competence on all assigned nursing laboratory and clinical requirements. A nursing course is 
comprised of three components of study, the classroom, clinical and laboratory experiences as indicated in the 
course syllabus. 


To demonstrate attainment of course objectives for any NUR course the student must: 
A. Achieve an overall course grade of 80% and successfully pass all clinical/lab requirements. 


B. Have Unit Test Average of 80% or higher without the addition of any collaborative points or rounding of 
grades in order to take the final exam. [Grades from assignments, pop quizzes, etc. will be added only after the 
student’s calculated test average totals 80% or higher without the addition of any collaborative points or rounding 
of grades] 


C. Pass the Final Exam with a grade of 80% or higher without rounding the grade for successful “Pass” of the 
course. 


- Unit Test Average of 80% or higher without the addition of any collaborative points or rounding of 
grades is required in order to take the final exam. 


D. Satisfactorily complete and meet course, laboratory, clinical practice and/or program objectives and 
requirements. (This includes clinical performance evaluations, competence verifications, skills check-offs, clinical 
papers, care plans, concept maps, logs, NCLEX preparation, assignments and other course work as assigned) 


Students progressing in The Department of Nursing must: 


1. Class: Receive a grade of “80” (B) or above in each nursing course and “C” or better in pre-requisite, and co- 
requisite course regardless of the semester enrolled as stipulated by the corresponding grading scale. Should a 
student make a grade below “80” (B) in nursing or below “C” in nursing-related sequence course(s), he/she will be 
dismissed from the nursing program. (See ADN Performance Evaluation Procedure) Fractions of a point at a 
level of 0.5 or greater will not be rounded up to the next whole number. (Ex. 79.5 does not round to 80 it remains 
aeTrd), 

Coutse prerequisites for NUR prefix courses as well as other course requirements are defined in the curricular 
section of the College catalog and the ADN Policy Manual. Students must successfully complete these 
prerequisites prior to enrolling in subsequent course offerings. Enrolled students must take NUR prefix courses in 
sequenice. 


e Satisfactorily complete and meet course, laboratory, clinical practice and/or program objectives and 
requirements. (This includes clinical performance evaluations, competence verifications, skills check-ofts, 
clinical papers, care plans, concept maps, NCLEX preparation, Prep U, Kaplan assignments and other 
coutse work as assigned). 

e Prep U and Kaplan, students will be required, as part of the course requirements to utilize these resources 
each semester. Inability to master this content will result in a student being placed on a Performance 
Improvement Plan (PIP). 

e Prepare for class and using the "Flipped Class and/or Jump Start" methodology the student’s preparation 
will be measured or tested during each class session. The primary purpose of Flipping the Classroom 
"Jump Starts" is to promote active learning, engagement and content retention. 

e Through active learning, the student is expected to read, complete assignments, view lectures, listen to 
podcasts, and review prepared interactive media etc. prior to class. 
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e The student may also be directed to participate in online peer to peer or peer to faculty discussion forums. 
The student or student groups may be randomly assigned and/or selected to actively flip and jump start a 
class session. If assigned, the student or student group is expected to lead the class in a discussion, 
presentation, EBP literature review etc. about the topic. 


e Any student scoring less than 80% on unit tests in NUR courses will be required to schedule an 


appointment for remediation of the content taught in that unit within one week of the test date. 
Remediation is MANDATORY not optional. 


2) Clinical and Lab: Satisfactorily meet and complete ALL clinical and laboratory requirements and competencies 
to successfully complete the course. (See C/inical/ Laboratory Evaluation Requirement Section.) 


3) Overall Attainment of Course and Program Objectives: The student must demonstrate attainment and/or 
mastery of ALL course and/or program objectives and student learning outcomes to successfully complete the 
course. 
Beginning fall 2014, each student will be required to demonstrate Math Proficiency by scoring a minimum of 
“90" on math proficiency tests for NUR 111 and NUR 213. Three attempts are allowed in each coutse. 
Inability to master this content with a score of “90" will result in a grade of “F” for the NUR course in which 
the student is enrolled. The student will be required to exit the program at that point. 


Any student who is placed on a Performance Improvement Plan (PIP) more than twice will be required to 
exit the program immediately. 


The curriculum is designed so that each semester’s requirements must be met before proceeding into the next 
semester. A student receiving an incomplete in a prerequisite course will be allowed only until the end of the add 
period of the following semester to remove the incomplete. If this is not done, the student will automatically be 
dropped from the course(s) including NUR courses in which he/she is currently enrolled. 


In the event that physical or mental impairments exist or arise which may interfere with the performance of 
classroom, laboratory, and/or clinical activities, the student will be referred to a physician. A letter of treatment or 
medical clearance will be required before the student may progress further in the program. The student, program 
faculty, and R-CCC Disabilities Services staff will jointly decide upon an individual plan of progression, including 
any applicable reasonable accommodations. Physical and/or mental impairments that do not respond to treatment 
within a reasonable period of time or reasonable accommodations may result in dismissal from the program. At 
any time, a faculty member may remove a student from clinical practice if the student demonstrates any behavior 
which is in conflict with safe patient care. Please refer to the Essential Functions (Section 13. 1) to determine the 
skills and abilities necessary to function as a nursing student. 


Students entering the Nursing program must hold a current CPR Healthcare Provider Certification by the AHA or 
ARC and it must remain current throughout enrollment in the program. The student is responsible for 
maintaining certification. 


Program Readmission 

Students who have interrupted their studies in the ADN program and who wish to continue their academic 
pursuits are eligible for readmission on a “space available” basis, not to exceed 10% of total program enrollment. 
ALL current minimum admission requirements must be met. The readmission applicant will be considered for 
admission along with all other students applying for entrance into a particular year depending upon previous exit 
point from ‘NUR’ coursework. 


Due to the rapidly changing technology in nursing studies, any student seeking readmission to the ADN program 
after more than one-year lapse in nursing education will be asked to demonstrate satisfactory performance, an “80” 
108 


(B) or better, of nursing competencies by means of theory (written exam) and clinical (skills) performance 
evaluations. The method for evaluating satisfactory competence will be written and skills competency examinations 
administered by the nursing faculty at a scheduled time, to be announced during the application process. 


The applicant who has exited the program one time for any reason will be eligible for only one readmission. Any 
applicant not enrolled in the nursing program within two years from the time of their withdrawal/dismissal will 
have to repeat all nursing courses. 


Each applicant seeking readmission to the ADN program must complete ALL of the above admission 
requirements and submit a letter detailing student's plan for success if readmitted into the program. Additionally, 
an interview with Admissions Committee may be requested. Completion of the minimum admission requirements 
for readmission is not a guarantee of acceptance. Following completion of the minimum admission requirements 
for readmission, the competitive selection process will be implemented for admission to the ADN program. 


After the applicant has completed all minimum admission requirements for readmission into the ADN progtam, 
the selection process will be implemented in order to select the best-qualified applicants. The applicant will be 
considered for admission along with all other students applying for entrance into that year, using the competitive 
selection criteria and an associated points system. (Refer Competitive Criteria for ADN Admission). 


Students called to active duty military service while enrolled in the Nursing program will be readmitted with the 
same academic status that he or she had when last attended. 


Certification/Licensure Opportunities 

(Prior to completion of associate degree) 

NA II Listing-Students satisfactorily completing the second semester of the ADN A45100 program are eligible to 
apply for NA II listing through the NC Board of Nursing. A current NA I listing is required prior to admission to 
the ADN program and to obtain a NA II listing. 


Graduation Requirements 
Upon recommendation of the faculty and the approval of the College’s Board of Trustees, the appropriate degree, 
diploma, or certificate will be awarded to students successfully completing the course requirements of the program. 
All students must: 
e Complete all required course requirements within established curriculum as prescribed in the catalog of 
record. 


e Earn a minimum ofa 2.0 GPA. 
e Clear all financial obligations to the College. 
e Complete at least 25 percent of credit hours required for the degree, diploma, or certificate at the College. 


e Nursing students must have an overall GPA of 2.0 with no grade less than “80” (B) in nursing courses or 
less than “C” in nursing —related curriculum sequence courses. 


Licensure Eligibility Requirements 
In accordance with the provisions of Chapter 150B of the General Statutes, the NC Board of Nursing (GS 90- 
171.37) may deny licensure, revoke or suspend a license or invoke disciplinary measures in which the Board 
determines that the nurse or applicant: 
e has given false information or has withheld material information from the Board in procuring or 
attempting to procure a license to practice nursing; 


e has been convicted or pleaded guilty or nolo contendere to any crime which indicates that the nurse is unfit 
or incompetent to practice nursing or that the nurse has deceived or defrauded the public. Conviction shall 
not automatically bar licensure. The Board of Nursing shall consider factors regarding the conviction (90- 
171.48). 
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e has a mental or physical disability or uses any drugs to a degree that interferes with his or her fitness to 
practice nursing; 


® engages in conduct that endangers the public health; 

*® is unfit or incompetent to practice nursing by reason of deliberate or negligent acts or omissions regardless 
of whether actual injury to the patient is established; 

* engages in conduct that deceives, defrauds, or harms the public in the course of professional activities or 
services; 

e has violated any provision of the Nurse Practice Act, G.S. Chapter 90, Section 1, Article 9A; 

e has willfully violated any rules enacted by the Board 


Program Dismissal 

Any student who demonstrates behavior that conflicts with safety essential to nursing practice will be dismissed 
from the program per the Associate Degree Nursing Program Coordinator. Safe practice is defined as practicing 
within the NC Nursing Practice Act (G.S. Chapter 90, Section 1, Article 9A), practicing within guidelines and 
objectives of the program, practicing within rules and regulations of affiliating health care agencies, and practicing 
within the ANA Code of Ethics and NLNAC Core Competencies. 


The ADN Department also reserves the right to dismiss any student from the program who presents physical 
and/or emotional health problems that do not respond to appropriate treatment and/or counseling within a 
reasonable time frame. These behaviors and/or problems would be of the nature that they impair the student’s 
ability to provide safe nursing care to the public. Also, any student who fails to meet the progression and 
continuation guidelines will be dismissed from the program. 


Specific policies related to the ADN program are addressed in detail in the ADN Program Policy and Procedure 
Manual. 7 


ROANOKE CHOWAN COMMUNITY COLLEGE 
ASSOCIATE DEGREE NURSING 
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Family Health Concepts 5 


NUR 117 Pharmacology 
BIO 169 * 
4 


Anatomy and Physiology II 
19 


FALL SEMESTER 













NUR 111 
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Health Illness Concepts 
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General Psychology 
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Total Credit Hours Required for Graduation = Semester Hours 72 
*Students may take any course with (*) prior to entering the nursing program. 
+UGETC Universal general education transfer component 


Based upon placement test scores, developmental courses in English, reading, math, and algebra also may be 
required. 


Students who plan to take science courses at R-CCC must comply with appropriate prerequisite requirements 
which include satisfactory completion of high school biology and high school chemistry within the last 5 years. 


An associate degree in nursing is awarded upon successful completion of the program. 


Associate Degree Nursing (A45110) 
Semester Course Sequence 


First Year 
Fall Semester 


CREDIT CLASS LAB CLINICAL 
NUR 111 Intro to Health Concepts 8 4 6 6 
BIO 168* Anatomy and Physiology I 4 3 3 0 
PSYelslie General Psychology 5 3 0 0 
ENG 111*+ Writing and Inquiry 3 5) ve 0 
AGA 122.05 College Transfer 1 0 2 0 
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Spring Semester 


NUR 112 Health-IlIness Concepts D D 0 6 
NUR 113 Family Health Concepts 5 3 0 6 
NUR 117 Pharmacology Z 1 3 0 
BIO 169" Anatomy and Physiology II 4 3 6 0 
PSY 241* Developmental Psychology 3 D 0 0 
19 13 6 12 
Second Year 
Fall Semester 
NUR 114 Holistic Health Concepts 5 3 0 6 
NUR 211 Health Care Concepts 5 3 0 6 
NUR 212 Health Systems Concepts 5 3 0 6 
CISy 10% Intro to Computers 3) 2 Js 0 
18 iid! 2 18 
Spring Semester 
NUR 213 Complex Health Care Concepts 10 4 e) 15 
HUM 115* Critical Thinking 3 3 0 0 
ue sahas Writing Research in the Disciplines 5) §) 0 0 
ENG 114* Professional Research and Reporting 
(Preferred) 


16 10 3 15 


* Students may take any course with (*) prior to entering the nursing program. 
+UGETC (Transfer Component) 


Barbering (D55110) 
The Barbering Curriculum is designed to provide competency-based knowledge, scientific/artistic principles and 
hands-on fundamentals associated with the barber industry. The curriculum also provides a simulated 


environment that enables students to develop manipulative skills. 


Course work includes instruction in all phases of professional barbering, hair design, chemical processes, skin care, 
nail care, multi-cultural practices, business/computer principles, product knowledge and other selected topics. 


Graduates should qualify to sit for the State Board of Examiners. Upon successfully passing the State Board exam, 
graduates will be issued a license. Employment is available in barbershops and related businesses. 


Students must fill out Barber School application before enrolling in Core Barber classes. Forms will be 
available in Student Services. 


Li2 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
First Year 
Fall Semester 
{ACA 111 College Student Success 1 0 0 1 
ot 
ACA 122 College Transfer Success 0 2 0 T; 
BAR 111 Barbering Concepts I 4 0 0 4 
BAR 112 Barbering Clinic I 0 24 0 8 
Credits: 13 
First Year 
Spring Semester 
BAR 113 Barbering Concepts IT 4 0 0 4 
BAR 114 Barbering Clinic I 0 24 0 8 
Credits: 12 
Second Year 
Fall Semester 
PSY 101 Applied Psychology 3 0 0 3 
BAR 115 Barbering Concepts II “ 0 0 4 
BAR 116 ~ Barbering Clinic IT 0 12 0 4 
Credits: 11 
Secend Year 
Spring Semester 
ENG 102 Applied Communications I 3 0 0 3 
BAR 117 Barbering Concepts IV 2 0 0 2 
BAR 118 Barbering Clinic IV 0 21 0 ul 
Credits: 12 
Total Required Credit Hours for Diploma Program 48 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


A diploma is awarded upon successful completion of the program. 


Biotechnology (A20100) 


The Biotechnology program is offered through a collaborative agreement with Pitt Community College in 
Greenville. The Biotechnology curriculum, which has emerged from molecular biology and chemical engineering, 
is designed to meet the increasing demands for skilled laboratory technicians in various fields of biological and 
chemical technology. 


Course work emphasizes biology, chemistry, mathematics, and technical communications. The curriculum 
objectives are designed to prepare graduates to serve in three distinct capacities: research assistant to a biologist or 


chemist, laboratory technician/instrumentation technician, and quality control/quality assurance technician. 


Graduates may find employment in various areas of industry and government, including research and 
development, manufacturing, sales, and customer service. 


Lis 


Biotechnology its an Associate Degree program offered in conjunction with Pitt Community 
College who awards the degree. Students may take courses marked with an asterisk (*) at Roanoke- 
Chowan Community College. All other courses must be taken at Pitt Community College. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
General Education Required Courses 
*ENG 111 Writing and Inquiry D 0 0 ©) 
{*ENG112  Writing/Researchin the Disc 3 0 0 5 

or 
*ENG 113 __ Literature-Based Research 6 0 0 3 

ot 
*ENG 114 Prof. Research & Reporting 3 0 0 3} 


Humanities/Fine Arts 
Select a course from the following: 


TART Vitae Aten pprecauon 3 0 0 3 
HUM 110 ~~ Technology and Society 3 0 0 5 
*HUM 115 = Critical Thinking 5 0 0 3 
HUM 120 = Cultural Studies 3 0 0 5 
HUM 130 Myth in Human Culture 3 0 0 3 
HUM 140 History of Architecture 3 0 0 3 
HUM 160 — Introduction to Film 2 Z 0 3) 
*MUS 110 Music Appreciation 3 0 0 3 
Social/Behavioral Sciences 

Select a course from the following: 

*POL 120 American Government $ 0 0 a) 
*PSY 150 General Psychology 3 0 0 3) 
*SOC 210 — Introduction to Sociology 3 0 0 3 
*SOC 213 — Sociology of the Family 3 0 0 3 
Math Elective 

Select a course (and its’ accompanying lab) from the following: 

*MAT 110 Math Measurement 2 2 0 3 
*MAT 115 Mathematical Models Z 2 0 3 
*MAT 161 College Algebra 3 0 0 3 
*MAT, 4i/5e)/uPreealculus 4 0 0 + 
*MAT 175A Precalculus Lab 0 2 0 1 
Total General Education Required Hours 15-17 
Major Required Courses 

*BIO 111 General Biology I 3 3 0 4 
*BIO 112 General Biology I 3 3 0 + 
*BIO 275 Microbiology 3 8 0 4 
BTC 181 Basic Lab Techniques S 2 0 4 
BTC 250 Principles of Genetics 3 0 0 3 
BTC 270 Recombinant DNA Tech 3 3 0 4 
BTC 281 Bioprocess Techniques Ms 6 0 4 
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Bi@aveaw * Cell Cultute 2 3 0 


*CHM 132 Organic & Biochemistry 6 S 0 
Chemistry Elective 

Select 4 SHC from the following: 

*CHM 131 Intro to Chemistry 6 0 0 
*CHM 131A Intro to Chemistry Lab 0 4 0 


CHM 151 General Chemistry I 3 3 0 


Science Elective 
Select 8 SHC from the following: 


RW 


(Note: If a student selected CHM 151 under the Chemistry Elective the student must select CHM 152 and then 


select 4 more hours from the Science Electives.) 
BTC 275 Industrial Microbiology 

BTC 286 Immunological Techniques 
CHM 152 General Chemistry IT 

PHY 110 Conceptual Physics 

PHY 110A Conceptual Physics Lab 

Pity 1oleeCollece Physics'1 


DW DW W WH WH 
NN © W W YH 
SSS SS — 


Experience Elective 

Select a course from the following: 
BTC 288 Biotech Lab Experience 0 6 0 
WBL 112 Work-Based Learning I 


> 
S&S 
NO 
S 


Computer Elective 

Select a course from the following: 

ACIS: “110 Intro to Computers 2 2 0 
*WEB 110  Internet/Web Fundamentals 2 2 0 
Total Major Required Hours 


Other Required Courses 

Select a course from the following: 

ACA 111 College Student Success 1 0 0 
ACA 122 College Transfer Success 0 2 0 


Total Required Credit Hours for A.A.S. Degree 


a Oye ee fs 


67-69 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in applied science degree is awarded from Pitt Community College upon successful completion of the 


program. 
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Business Administration with Marketing Concentration (A25120) 


The Business Administration curriculum is designed to introduce students to the various aspects of the free 
enterprise system. Students will be provided with a fundamental knowledge of business functions, processes, and 
an understanding of business organizations in today’s global economy. 


Course work includes business concepts such as accounting, business law, economics, management, and 
marketing. Skills related to the application of these concepts are developed through the study of computer 
applications, communication, team building, and decision making. 


Through these skills, students will have a sound business education base for lifelong learning. Graduates are 
prepared for employment opportunities in government agencies, financial institutions, and large to small business 
or industry. 


Marketing Concentration 
Marketing and Retailing is a concentration under the curriculum ttle of Business Administration. This curriculum is designed to 
provide students nith fundamental skills in marketing and retailing. 


Course work includes marketing, retailing, merchandising, selling, advertising, computer technology, and management. 


Graduates should qualify for marketing positions within manufacturing, retailing, and service organizations. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
First Year 
Fall Semester 
{ACA 111 — College Student Success 1 0 0 1 
or 
ACA 122 College Transfer Success 0 2 0 Js 
ENG 111 Writing and Inquiry 3 0 0 5 
ACC 120 Prin. of Financial Acct 3 2 0 = 
BUS 110 — Introduction to Business 3 0 0 5) 
{MAT 143 = Quantitative Literacy 2 2 0 3 
or 
MAT 152 Statistical Methods I 3 2 2 4} 
CIS 110 Introduction to Computer Z, 2 0 5 
Credits: 17 
First Year 
Spring Semester 
BUS 115 Business Law I S 0 0 D 


Oo 
=) 
S 
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BUS 135 Principles of Supervision 
{ENG 112  Writing/Research in the Disc 


Oo 
S 
(=) 
Oo 


or 
ENG 113 _ Literature-Based Research 3 0 0 3} 
MKT 120 Principles of Marketing 3 0 0 3 
MKT 220 Advertising & Sales Promotion 3 0 0 3 
Social/Behavioral Sciences Requirement* o 


*(Choose one course from the Social/ Behavioral Sciences Course list) 


Credits: 18 


116 


Second Year 
Fall Semester 


BUS 137 Principles of Management 3 0 0 B 
BUS 260 Business Communication 3 0 0 3 
CIS 110 Intro to Computers 2 2 0 s 
ECO 251 Prin. of Microeconomics 3 0 0 3 
MKT 123 Fundamentals of Selling 3 0 0 3 
{MKT 232 — Social Media Marketing 3 2 0 a 
or 
MKT 223 Customer Service 3 0 0 3} 
Credits: 18 
Second Year 
Spring Semester 
MKT 225 Marketing Research 3 0 0 3 
BUS 225 Business Finance 2 2 0 S 
MKT 227 Marketing Application > 0 0 ) 
Humanities/Fine Arts Requitement* 3 
*(Choose one course from the Soctal/ Behavioral Sciences Course list on page 88) 
*PED XXX Physical Education Elective 1 0 0 1 
WBL 111 Work-Based Learning I 0 0 10 1 
___.-Major Elective (See Catalog) 3 0 0 2 
Credits: 17 
Total Required Credit Hours for A.A.S. Degree 70 
Major Electives 
BUS 116 . Business.Law II 3 0 0 3 
BUS 121 Business Math 2 2 0 3 
BUS 230 Small Business Management 3 0 0 3 
CIS. 124 DIP Graphics Software ia 2 0 3 
Gis. 130 Spreadsheet 2 2 0 3 
{ECO 151 = Survey of Economics 3 0 0 3 
ECO 252 ~~ Principles of Macroeconomics 3 0 0 6 
OST 131  Keyboarding 1 2 0 2 
OST 136 Word Processing 2 2 0 3 
OST 184 Records Management 2 2 0 3 
Total Major Required Hours 53 
Other Required Courses 
Physical Education Requirement* 1 


*(Choose one course from the Physical Education Course list on page 88) 


An associate in applied science degree is awarded upon successful completion of the program. 
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Computer Information Technology (A25260) 


The Computer Information Technology curriculum is designed to prepare graduates for employment with 
organizations that use computers to process, manage, and communicate information. This is a flexible curriculum 
that can be customized to meet community information systems needs. 


Course work will develop a student’s ability to communicate complex technical issues related to computer 
hardware, software, and networks in a manner that computer users can understand. Classes cover computer 
operations and terminology, operating systems, database, networking, security, and technical support. 


Graduates should qualify for employment in entry-level positions with businesses, educational systems, and 
governmental agencies which rely on computer systems to manage information. Graduates should be prepared to 
sit for industry-recognized certification exams. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
First Year 
Fall Semester 
{ACA 111 College Student Success 1 0 0 1 

or 
ACA 122 College Transfer Success 0 2 0 2} 
CIS 110 Introduction to Computers 4s 2 0 3 
ENG 111 Writing and Inquiry 3 0 0 3 
MAT 143 Quantitative Literacy 2 Ms 0 3 
NOS 110 Operating System Concepts 2 6 0 3 
PED Physical Education Elective 1 0 0 1 
WEB 110 ~ Internet/Web Fundamentals 2 2 0 3 

Credits: 17 
First Year 
Spring Semester 
Select one of the following 
{ENG 112  Writing/Researchin the Disc 3 0 0 6 
or 
ENG 113 Literature-Based Research 3 0 0 3 
or 
ENG 114 Prof. Research & Reporting 3 0 0 3} 
NE Tel 10 Networking Concepts 2 D, 0 5 
Se SLO Security Concepts 3 0 0 B 
CIS 115 Intro to Prog & Logic 5) 0 0 3 
SOG Social Science Elective 3 0 0 3 
Elective Major Elective i, os 0 3 
Credits: 18 

Second Year 
Fall Semester 
CTS 120 MHardware/Software Support 2 3 0 3 
BUS 110 — Introduction to Business S) 0 0 3 
DBA i Database Concepts Z 3 0 3 
CTS 285 Systems Analysis & Design 3 0 0 2 
NOS 130 Windows Single user 2 2 0 3 
Elective Major Elective (see below) Z M4 0 3 


Credits: 18 
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Second Year 
Spring Semester 


CTS 118 — IS Professional Comm 2 0 0 2 
CTS 250 User Support & Softw Eval 2 2 0 3 
CTS 289 System Support Project 1 4 0 g 
Elective Major Elective 2 2 0 3 
HUM Humanities Elective 3 0 0 3 
NOS 230 Windows Admin I 2 2 0 3 
WBL 111 Work-Based Learning I 0 0 10 1 
Credits: 18 
Major Electives 
CIS) 124 DTP Graphics Software a Z 0 3 
CIS 160 MM Resources Integration a 2 0 2) 
Cis 210) Computer Ethics 0 0 0 3 
DME 110 Intro to Digital Media 2. 2s 0 3 
DME 130 Digital Animation I Z 2 0 3 
WEB 120 Intro Internet Multimedia 2 2 0 6 
Physical Education Requirement* i 
*(Choose one course from the Physical Education Course list on page 88) 
Humanities/Fine Arts Requirement* 3 
*(Choose one course from the Humanities/ Fine Arts Course list on page 87) 
Social/ Behavioral Sciences Requirement* 3 
*(Choose one course from the Social/ Behavioral Sciences Course list on page 88) 
Total Required Credit Hours for A.A.S. Degree 71 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in applied science degree is awarded upon successful completion of the program. Certificate 
options also are oftered and are listed below: 


Multimedia Certificate (C25260A) 


Multimedia is the merging of graphics, text, video, and sound into one product which is controllable by a 
computer. The Multimedia Certificate Program is both practical and innovative in providing students with real- 
world training for new careers in a dynamic field. 


The program offers students: 
e Hands-on experience with the software tools used to produce multimedia 
e Techniques and processes used in multimedia design 
e Careers in the multimedia industry 


The Multimedia Certificate Program meets the needs of industry trainers and others who want to expand their 
careets with training in multimedia design and production. 
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Fall Semester 


CIS 110 Introduction to Computers 2 2 0 3 

DME 110 Intro to Digital Media 2 2 0 5 

WEB 120 Intro Internet Multimedia 2 4 0 3 
Credits: 9 

Spring Semester 

CIS 160 MM Resoutces Integration Z 2 0 3 

DME 130 Digital Animation I 2 2 0 3 

Credits: 6 
Total Major Required Hours 15 
CIT Basics Certificate (C25260B) 

Major Required Courses 

Fall Semester 

CIS 110 Introduction to Computers 2 Zs 0 3 

CIS 124 DTP Graphics Software 2 2 0 3 

NOS 110 Operating System Concepts 2 3 0 3 

WEB 110 — Internet/Web Fundamentals 2 2 0 3 

Total Major Required Hours 12 

Operating Systems Certificate (C25260C) 

Pre-requisites 

CIS 110 Introduction to Computers 

NOS 110 Operating Systems Concepts 

Major Required Courses 

CTS 210 Computer Ethics 4 0 0 3 

NOS 130 Windows Single user 2 2 0 3 

CTS 250 User Support & Softw Eval 2 2 0 3 

NOS 230 Windows Admin I iz Z 0 3 

Total Major Required Hours 12 

Web/Security Certificate (C25260D) 

Fall Semester 

CIS 110 Introduction to Computers ys & 0 3 

WEB 110  Internet/Web Fundamentals 2 2 0 3 
Credits: 6 

Spring Semester 

NET 110 Networking Concepts 2 2 0 3) 

SEC 110 Security Concepts 3 0 0 3 
Credits: 6 

Total Major Required Hours 12 
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Cosmetology (D55140) 


The Cosmetology curriculum is designed to provide competency-based knowledge, scientific/artistic principles, 
and hands-on fundamentals associated with the cosmetology industry. The curriculum provides a simulated salon 
environment which enables students to develop manipulative skills. 


Course work includes instruction in all phases of professional imaging, hair design, chemical processes, skin care, 
nail care, multi-cultural practices, business/computer principles, product knowledge, and other selected topics. 


Graduates should qualify to sit for the State Board of Cosmetic Arts examination. Upon successfully passing the 
State Board exam, graduates will be issued a license. Employment is available in beauty salons and related 


businesses. 


Course and Hour Requirements 


Title Class Lab Clin/ Expr) (Credits 

First Year 

Fall Semester 

COS 111 Cosmetology Concepts I 4 0 0 4 

COs: 112 Salon I 0 24 0 8 

ACA 111 ~§8©College Student Success 1 0 0 1 

Credits: 13 

First Year 


Spring Semester 


COS 113 Cosmetology Concepts II 4 0 0 4 
COS b14% Msalon II 0 24 0 8 
Credits: 12 
Second Year 
Fall Semester 
Students must complete DMA 010, 020, 030 before they can take COS 115 
COS 115 Cosmetology Concepts II + 0 0 4 
GOs) 116 > Salon III 0 12 0 4 
PSY 101 Applied Psychology 3 0 0 3 
Credits: 11 
Second Year 
Spring Semester 
COS 117 Cosmetology Concepts IV 2 0 0 2 
COs, 118° Salon IV 0 Zi 0 7 
ENG 102 Applied Comm II a 0 0 3 
Credits: 12 
Total Required Credit Hours for Diploma Program 48 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


A diploma is awarded upon successful completion of the program. 
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Criminal Justice Technology (A55180) 


The Criminal Justice Technology curriculum is designed to provide knowledge of criminal justice systems and 
operations. Study will focus on local, state, and federal law enforcement, judicial processes, corrections, and 
security services. The criminal justice system’s role within society will be explored. 


Emphasis is on criminal justice systems, criminology, juvenile justice, criminal and constitutional law, investigative 
principles, ethics, and community relations. Additional study may include issues and concepts of government, 
counseling, communications, computers, and technology. 


Employment opportunities exist in a variety of local, state, and federal law enforcement, corrections, and security 
fields. Examples include police officer, deputy sheriff, county detention officer, state trooper, intensive 
probation/parole surveillance officer, correctional officer, and loss prevention specialist. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
General Education Required Courses 
First Year 
Fall Semester 


ACA *122" ‘Collegewiranster Success 0 2 0 1 
CIS ©1110) juloteosto:Gomputers Z iz 0 3 
CJC 111 Intro to Criminal Justice 3 0 0 S) 
CJC 112 Criminology 3 0 0 3 
CJC 231 Constitutional Law 3 0 0 3 
ENG 111 Writing and Inquiry 3 0 0 3 
Total Hours 16 

First Year 

Spring Semester 

CJC 113 Juvenile Justice 2 0 0 3 
CJG) 121”) law Enforcement Ops 2 0 0 3 
ClG. “1320 “CoutpPregsaryvidence 3 0 0 3 
CJC 141 Corrections 3 0 0 3 
ENG 114 Prof. Research & Reporting 3 0 0 4) 
PSY 150 General Psychology 3 0 0 3 


Total Hours 18 


Second Year 

Fall Semester 

CJC 122 Community Policing 

CJC 170 — Critical Incident Management 
for Public Safety 

CJC 212 ~~ Ethics & Comm Relations 

CJC 221 Investigative Principles 

CJC 232 Civil Liability 

MAT 143 Quantitative Literacy 

Total Hours 18 


NO &W W OH Oo Oo 
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Second Year 
Spring Semester 


CjVGoy 131nee CriminaliLaw 3 0 0 3 
CJC 151 Intro to Loss Prevention & 0 0 3 
CJC 160 ‘Terrorism: Underlying Issues 3 0 0 S 
SOC 210 Introduction to Sociology 3 0 0 5 
WBL 110 World of Work 1 0 0 1 
Humanities/Fine Arts Requirement* 3 
Physical Education Requitement* 1 
*(Choose one course from the Humanities/ Fine Arts Course list on page 87) 
Total General Education Required Hours 18 
Total Required Credit Hours for A.A.S. Degree 70 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in applied science degree is awarded upon successful completion of the program. 
Dental Assisting (D45240) 


Offered through a collaborative agreement with Martin Community College in Williamston, the Dental Assisting 
curriculum prepares individuals to assist the dentist in the delivery of dental treatment and to function as integral 
members of the dental team while performing chair side and related office and laboratory procedures. 


Course work includes instruction in general studies, biomedical sciences, dental sciences, clinical sciences, and 
clinical practice. A combination of lecture, laboratory, and clinical experiences provide students with knowledge in 
infection/hazard control, radiography, dental materials, preventive dentistry, and clinical procedures. 


Graduates may be eligible to take the Dental Assisting National Board Examination to become Certified Dental 
Assistants. As a Dental Assistant II, defined by the Dental Laws of North Carolina, graduates work in dental 
offices and other related areas. 


Dental Assisting is a Diploma program offered in conjunction with Martin Community College who 
awards the Diploma. Students may take courses marked with an asterisk (*) at Roanoke-Chowan 


Community College. All other courses must be taken at Martin Community College. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
General Education Required Courses 
*ENG 102 Applied Comm II* 3 0 0 3 
*PSY 150 General Psychology* 3 0 0 3 
Total General Education Required Hours 6 


Major Required Courses 


BIO 106 — Intro to Anatomy/ 2 2 0 3 
Physiology/ Microbiology 
*CIS 111 Basic PC Literacy* 1 2 0 2 


i) 
S 
© 
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DEN 100 Basic Orofacial Anatomy 
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DEN 101 Preclinical Procedures “ 6 0 i 
DEN 102 Dental Materials 3) + 0 5 
DEN 103 Dental Sciences 2 0 0 2s 
DEN 104 — Dental Health Education 2 2 0 3 
DEN 105 Practice Management a 0 0 Z 
DEN 106 = Clinical Practice I 1 0 12 5 
DEN 107 — Clinical Practice I 1 0 12 5 
DEN 111 Infection/Hazard Control 2 0 0 2 
DEN 112 Dental Radiography os 3 0 3 
Total Major Required Hours 41 
Other Required Courses 

ACA 115 Success & Study Skills 0 2 0 1 
Total Required Credit Hours for Diploma Program 48 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


A diploma is awarded from Martin Community College upon successful completion of the program. 


Early Childhood Education (A55220) 


The Early Childhood Education curriculum prepares individuals to work with children from birth through eight in 
diverse learning environments. Students will combine learned theories with practice in actual settings with young 
children under the supervision of qualified teachers. 


Course work includes child growth and development; physical/nutritional needs of children; care and guidance of 
children; and communication skills with families and children. Students will foster the cognitive/language, 
physical/ motor, social/emotional, and creative development of young children. 


Graduates ate prepared to plan and implement developmentally appropriate programs in early childhood settings. 
Employment opportunities include child development and child care programs, preschools, public and private 


schools, recreational centers, Head Start Programs, and school-age programs. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
General Education Required Courses 
First Year 
Fall Semester 
{ACA 111 College Student Success 1 0 0 1 
or 
ACA 122 College Transfer Success 0 2 0 1} 
CIS 110 Intro to Computers 2 2 0 5 
ENG 111 Writing and Inquiry B 0 0 Bi 
EDU 119 Intro to Early Child Educ 4 0 0 4 
EDU 144 ~— Child Development I 3 0 0 3 
Physical Education Requirement* 4 
Credits: 15 
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First Year 


Spring Semester 


{ENG-114 

or 
COM 231 
EDU 131 
{EDU 145 

or 
PSY 244 
{EDU 146 

or 
PSY 245 
MAT 143 


Professional Research & Reporting 3 


Public Speaking 
Child, Family, & Commun 
Child Development II 


Child Development I 
Child Guidance 


Child Development II 
Quantitative Literacy 


Elective — Track Option 


Second Year 
Fall Semester 


PSY 150 General Psychology 

BBW 151 Creative Activities 

FDU 153 Health, Safety, & Nutrition 
EDU 221 Children w/ Exceptionalities 
Elective Track Option 


Humanities/Fine Arts 


Second Year 


Spring Semester 


BDU. . 2A 
EDU 234 
EDU 280 
POU «232 
EDU 284 


Educational Technology 
Infants, Toddlers, & Twos 
Lang & Lit Experiences 
Early Childhood Lit 

Early Child Capstone Prac 


Elective — Track Option 
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Credits: 1 
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3 
Credits: 19 


Students must select a “Track” below and then choose 9 hours from that “Track”: 


Early Childhood Track 
Observation and Assess.in ECE 3 
School-Age Dev. and Programs 3 


EDU 162 
BOW 235 
EDU 259 


Curriculum Planning 


or College Transferable Track 


BIO 111 
BDU. 216 
HEA 110 
Eilsiee lt 
Pele 40) 
SO ku 


General Biology I 
Foundations of Education 
Personal Health/Wellness 
Western Civilization I 
American History I 
Introduction to Sociology 


3 
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or Administrative Track 


BUS 110 — Introduction to Business 3 0 0 3 
EDU 261 ~~ Early Childhood Admin I 3 0 0 3 
EDU 262 Early Childhood Admin IT 3 0 0 3 
BDW = 2or Leadership in ECE 5 0 0 3 

or Special Education Track 

EDU 154 ~~ Social/Emotion/Behavior Dev. 3 0 0 3 
BDUM 222 Learners w/Behavior Disorders 3 0 0 3 
EDU 247 — Sensory and Physical Disabilities 3 0 0 3 
Total Required Credit Hours for A.A.S. Degree 67-68 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in applied science degree is awarded upon successful completion of the program. 


Human Services Technology 
(Without concentration) (A45380) 


The Human Services Technology curriculum prepares students for entry-level positions in institutions and agencies 
which provide social, community, and educational services. Along with core courses, students take courses which 
prepare them for specialization in specific human service areas. 


Students will take courses from a variety of disciplines. Emphasis in core courses is placed on development of 
relevant knowledge, skills, and attitudes in human services. Fieldwork experience will provide opportunities for 
application of knowledge and skills learned in the classroom. 


Graduates should qualify for positions in mental health, child care, family services, social services, rehabilitation, 
correction, and educational agencies. Graduates choosing to continue their education may select from a variety of 


transfer programs at senior public and private institutions. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
General Education Required Courses 
First Year 
Fall Semester 
{ACA 111 — College Student Success 1 0 0 1 
or 
ACA 122 College Transter success 0 2 0 1} 
BIO. 163 ~~ Basic Anat & Physiology 4 eZ 0 5 
ENG 111 Writing and Inquiry 3 0 0 B 
PSY 150 General Psychology 3 0 0 3 
SOC 210 — Introduction to Sociology 3 0 0 3 
HSE 110 — Intro to Human Services Za 2 0 S) 
OST 149 Medical Legal Issues g) 0 0 3 
Physical Education Requirement* 1 
Credits: 22 
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First Year 
Spring Semester 


BUS 135 Principles of Supervision 3 0 0 3 
ENG 112  Writing/Reseatchin the Disc 3 0 0 3 
HSE 112 Group Process I 1 Z 0 2 
HS 123 Interviewing Techniques 2 2 0 D 
HSE 125 Counseling 2, 2 0 5 
Se eedel 35 Addictive Process 3 0 0 3 
Credits: 17 
Second Year 
Fall Semester 
{CIS 110 Intro to Computers 2 2 0 o 
or 
Sls 24 itive Basic: PC Literacy 1 2 0 2 
HSE 160 HSE Clinical Supervis I 1 0 0 1 
HSE 162 —HSE Clinical‘Exp'l 0 0 6 2 
Hise. 210 Human Services Issues Z, 0 0 Y 
HSEwee225 Crisis Intervention 5 0 0 3 
HSB 27227 Children & Adol in Crisis 3) 0 0 3 
Psy. 201 Abnormal Psychology 3 0 0 3 
Humanities/Fine Arts Requirement* 3 
Credits: 20 
Second Year 
Spring Semester 
BUS 230 Small Business Management 3 0 0 S 
HsBo226 Mental Retardation 3 0 0 3 
PSY 1265 Behavioral Modification 3 0 0 3 
SOC 213 Sociology of the Family 3 0 0 3 
Credits: 12 
Total Required Credit Hours for A.A.S. Degree 70-71 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in applied science degtee is awarded upon successful completion of the program. A diploma and 
certificate option 1s also offered and is listed below: 


Human Services Technology Certificate (C45380) 


Major Required Courses 


Title Class Lab Clin/Exp Credits 
Fall Semester 
HSE 210 Human Services Issues pi 0 0 D 
PSY 150 General Psychology 3 0 0 3 
SOG wesw Introduction to Sociology 3 0 0 8 
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Credits: 8 
Spring Semester 


HSE” 112) "Group Process 1 os 0 a 
HSE 123 Interviewing Techniques 2 0 p 
HSE 125 Counseling 2 2 0 3 
Credits: 8 
Total Major Required Hours 16 


Human Services Technology: 


Mental Health Concentration (A4538C) 


The Human Services Technology/Mental Health concentration prepares students for job opportunities in the 
mental health field. The curriculum enables students to understand culturally and emotionally handicapped, 
developmentally disabled, or addicted clients through a variety of models and diagnoses. 


Course work includes a history of the mental health movement, current developments and future trends, and 
theoretical models affecting individual development and behavior in a diverse client population. Fieldwork 
experiences provide opportunities for application of knowledge in agency and institutional settings. 


Graduates should qualify for employment in mental health treatment centers serving a diverse multicultural client 
population in public and private settings. Graduates will work with individuals, families, groups, organizations, and 
communities in providing a therapeutic arena of care. 


Program Entrance Requirements 
Admission is strongly encouraged during fall semesters only. To be considered for admission to either program, 
applicants must meet the entrance requirements established by both the College and the HST Department. 


e Complete (or have completed) one year of biology and one year of chemistry in high school or one course 
in general biology and/or chemistry at R-CCCor another college with a minimum grade of C. 


e Meet minimum cutoff scores on placement tests and/ or complete all recommended developmental 


courses (ENG, RED, MAT) with a minimum grade of C. 
Progression Requirements 


Students must earn a minimum grade of C in all major courses to complete the program successfully. Any major 
courses with a grade lower than C is to be retaken before beginning clinical. Students will not be admitted to 
clinical unless they have successfully met HSE 160 and HSE 162 pre-requisites. 


Graduation Requirement 
Students must have a cumulative GPA of 2.0 with a 2.0/C or higher in clinical to graduate from the HST program. 


Additional Program Expenses 
As required per student-expenses could exceed $150 for the full program. 


e Liability insurance/clinical--$20 per year is due the semester the student enters HSE 160 and HSE 162. 
Insurance must be purchased before placement into clinical agency. 
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e Medical exam, shots, TB Tine/PPD test, Hepatitis B vaccine recommended 


e Transportation to clinical and meals, and any clothing needed to meet agency requirements 


e Any registration for workshops, applications for credentials, organizational memberships, literature 


Program Dismissal 


The HST Department reserves the right to dismiss students from the program who present physical, emotional, or 
addiction problems, providing such problems do not respond and maintain to appropriate treatment/ counseling 
within a reasonable period of time, to be determined by HST Program Coordinator. Students who exhibit 
behavior conflicting with the practice essential to the program, to be determined by HST Program Coordinator, 
may be dismissed. Students showing need for personal recovery and/or educational assistance will be asked to 


seek appropriate services. 
Course and Hour Requirements 


Title 
First Year 
Fall Semester 
{ACA 111 — College Student Success 
or 
ACA 122 College Transfer Success 
BIO 163 Basic Anat & Physiology 
ENG 111 Writing and Inquiry 
HSE 110 © Intro to Human Services 
OST 149 Medical Legal Issues 
PSY 150 General Psychology 
SOC 210 — Introduction to Sociology 
Physical Education Requirement* 


First Year 
Spring Semester 


ENG 112 Writing/Research in the Disc 
PSE - 112° Group Process I 

HSE 123 = Interviewing Techniques 
BSE. 125 Counseling 

MHA 150 Mental Health Systems 

Poe 2205 Behavioral Modification 

SAB 135 Addictive Process 


Second Year 
Fall Semester 
{CIS 110 Intro to Computers 
or 
CIS ga Basic PC Literacy 
HSE 160 HSE Clinical Supervision I 
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HSE 162 HSE Clinical Experience I 

HSE 210 Human Services Issues 

HSE 225 Crisis Intervention 

MHA 155 Psychological Assessment 

PSY 281 Abnormal Psychology 

Humanities/Fine Arts Requirement* 
*(Choose one course from the Humanities/ Fine Arts Course list on page 87) 
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Credits 20 
Second Year 
Spring Semester 
BUS 230 Small Business Management 3 0 0 ® 
HSE 226 Mental Retardation S 0 0 a 
MHA 240 Advocacy 2 0 0 2 
SOC 213 Sociology of the Famuly 5 0 0 3 
Credits 11 
Total Required Credit Hours for A.A.S. Degree 72-73 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in applied science degree is awarded upon successful completion of the program. A diploma option 
is also offered and is listed below: 


Human Services Technology — Mental Health Diploma (D4538C) 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
General Education Required Courses 
First Year 
Fall Semester 
{ACA 111 College Student Success 1 0 0 1 
or 
ACA 122, | CollégesMranster Success 0 2 0 1} 
ENG 111 Writing and Inquiry 3 0 0 6) 
HSE 110 — Intro to Human Services Ze; iz 0 3 
PSY 150 General Psychology 3 0 0 3 
SOC 210 Introduction to Sociology 3) 0 0 3 
Physical Education Requirement* 1 
Credits 14 
First Year 
Spring Semester 
HSE 112. _ Group Process) 1 Z 0 2 
HSE 123 Interviewing Techniques Js 0 3 
MHA 150 Mental Health Systems 3 0 0 3 
Credits 8 


Second Year 
Fall Semester 


130 


HSE 160 — HSE Clinical Supervis I 1 0 0 1 
HSE 162 HSE Clinical Exp I 0 0 6 2 
Foi (225 Crisis Intervention 3 0 0 3 
MHA 155 Psychological Assessment » 0 0 3 
Credits 9 
Second Year 
Spring Semester 
HSE 226 Mental Retardation 3 0 0 8) 
MHA 240 Advocacy 2 0 0 2 
BSx® ~ 265 Behavioral Modification 8 0 0 5) 
Credits 8 
Total Required Credit Hours for Diploma 39 


A diploma is awarded upon successful completion of the program. 


Human Services Technology — Mental Health Certificate (C4538C) 


Title Class Lab Clin/Exp Credits 
Fall Semester 
HSE 110 — Intro to Human Services e 2 0 3 
PSY 150 General Psychology 4 0 0 3 
SOC 210 — Introduction to Sociology 5 0 0 3 
Credits: 9 


Spring Semester 


HSE 123 Interviewing Techniques Pa Pi 0 8) 

HSE 226 #8 Mental Retardation Out 0 0 3 

MHA 150 Mental Health Systems 3 0 0 3 
Credits: 9 

Total Major Required Hours 18 


Industrial Systems Technology (A50240) 


The Industrial Systems Technology curriculum is designed to prepare or upgrade individuals to safely service, 
maintain, repair, or install equipment. Instruction includes theory and skill training needed for inspecting, testing, 
troubleshooting, and diagnosing industrial systems. 


Students will learn multi-craft technical skills in blueprint reading, mechanical systems maintenance, electricity, 
hydraulics/pneumatics, welding, machining or fabrication, and includes various diagnostic and repair procedures. 
Practical application in these industrial systems will be emphasized and additional advanced course work may be 


offered. 
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Upon completion of this curriculum, graduates should be able to individually, or with a team, safely install, inspect, 
diagnose, repair, and maintain industrial process and support equipment. Students will also be encouraged to 
develop their skills as life-long learners. 


First Year 
Fall Semester 
ELC 1125) 3D@/ AGH icctrcty, 3 6 0 5 
{ACA 111 College Student Success 1 0 0 1 
or 
ACA 122 College Transfer Success 0 Z 0 iy 
{MAT 121  Algebra/Trigonometry 3 02 0 
or 
PHY 110 Conceptual Physics & 0 0 a; 
{CIS 110 Intro to Computers 2 2 0 3 
or 
GCiSaet Basic PC Literacy 1 Z 0 2 
BER asa Blueprint Reading 1 2, 0 2 
MNT 110 = Intro to Maint Procedures 1 S 0 2 
HYD 110  Hydraulics/Pneumatics I 2 3 0 3 
Credits 20 
First Year 
Spring Semester 
ELC 125 Diagrams & Schematics 1 2 0 2 
Ise 112 Industrial Safety 2 0 0 2 
MNT 130 Control Systems fi 4 0 4 
COM 231 Public Speaking 5 0 0 5 
Technical Elective ) 
Technical Elective 3 
WED Mb? Basic Welding Processes i 3 0 2 
Credits 19 
Second Year 
Fall Semester 
ENG 111 Writing and Inquiry 3 0 0 3 
BRGe sits National Electrical Code 1 2 0 2, 
BELG 128” utroito Bee 2 3 0 3 
MEC 151 Mechanical Mfg Systems 1 3 0 2 
Technical Elective 4) 
Credits 11 
Second Year 
Spring Semester 
ELGe2 75s PEC yespolcadorts 2 6 0 4 
MEC "Tt Machine Processes I 1 4 0 3 
MNT 160 Industrial Fabrication i! 3 0 2 
MNT 240 — Ind Equip Troubleshooting 1 o 0 Zs 
Technical Elective 5 
{PSY150 General Psychology 3 0 0 © 
or 
SOC 210 Introduction to Sociology ) 0 0 3} 
Credits 20 
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Other Required Courses 


Physical Education Requirement 3 
Total Required Credit Hours for A.A.S. Degree 71 - 76 
Technical Electives 

AHR 110 Intro to Refrigeration 2 6 0 5 
AHR 112 Heating Technology 2 4 0 4 
APRE 4113 Comfort Cooling 2 4 0 4 
AHR 120 HVACR Maintenance 1 3 0 2 
iat 130° ~=HVAC Controls 2 2 0 3 
AHR 160 ~ Reftigerant Certification 1 0 0 1 
WBL 111 Work Based Learning 0 0 10 1 
Eis T4141 Intro to Electricity 2, Z 0 3 
pins  °113 Basic Wiring I 2 6 0 4 
ELC 120 Intro to Wiring 2, 2 0 3 
MNT 220 Rigging and Moving 1 3 0 2 
WLD 110 Cutting Processes 1 4 0 2 
WED “115 SMAW (Stick) Plate 2 9 0 > 
Wicd 116 SMAW (Stick) Plate/Pipe i 9 0 4 
WLD 117 Industrial SMAW 1 4 D 

WLD 121 GMAW (MIG) FCAW/Plate 2 6 0 4 
WLD 131 GTAW (TIG) Plate 2 6 0 4 
WILD . 132 GTAW (TIG) Plate/Pipe 1 6 0 3 
WLD 141 Symbols & Specifications 2 2 0 3 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in applied science degree is awarded upon successful completion of the program. Diploma and 
certificate options also are offered and are listed below: 


Industrial Systems Technology Diploma (D50240) 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
General Education Required Courses 
COM 231 Public Speaking 5 0 0 O 
MAT 121 Algebra/Trigonometty I 3 0 0 3 
Total General Education Required Hours 6 


Major Required Courses 


BPR 111 ~~ Blueprint Reading 1 2 0 2 

{CIS 110 Intro to Computers 2 2 0 3 
ot 

Cis? 111. Basie PCieiteracy 1 2 0 2} 

BLG. 112° -2DG/AG Pleciens 3 6 0 5 
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ELC 118 National Electrical Code 1 2 0 
HYD 110  Hydraulics/Pneumatics I 2 3 0 
ISC 112 Industrial Safety Z 0 0 
MEC 151 Mechanical Mfg Systems 1 3) 0 
MNT 110 — Intro to Maint Procedures 1 S 0 
MNT 130 Control Systems 2 4 0 
MNT 160 = Industrial Fabrication il ) 0 
WLD 112 Basic Welding Processes 1 $ 0 
Students must choose one of the following options: 

Option 1 (Electrical) 

BELG 123) latter ne 2 3 0 
ELC 228 PLC /Applications 2, 6 0 


Option 2 (Mechanical) 
MEG eral Machine Processes I 1 4 0 


WED. 121 GMAW (MIG) FCAW/Plate 2 6 0 

Total Major Required Hours 

Other Required Courses 

{ACA 111 — College Student Success 1 0 0 
or . 

Ge 22, College Transfer Success 0 2, 0 


Physical Education Requirement* 
*(Choose one course from the Physical Education Course list on page 88) 
Total Required Credit Hours for Diploma 


A diploma is awarded upon successful completion of the program. 


Industrial Systems Technology Certificates: 


Electrical Certificate (C50240A) 


Major Required Courses 

ELC 111 Intro to Electricity 

ELC 113 Basic Wiring I 

ELC 118 National Electrical Code 
ISC 112 Industrial Safety 

MNT 130 Control Systems 

Total Major Required Hours 


SRS) ES TS) 1) 
RONAN 
SSS = 


134 


NN AENNN YW ND 


35-36 


43-44 


BND FW 


— 
nN 


Mechanical Certificate (C50240B) 


Major Required Courses 


HYD 110 = Hydraulics/Pneumatics I 2 3 0 8 
ISC_ 112 Industrial Safety 2 0 0 2 
MEC 111 ~~ Machine Processes I 1 4 0 3 
MEC 151 Mechanical Mfg Systems 1 2) 0 2 
MNT 160 — Industrial Fabrication 1 » 0 2 
WLD 112 Basic Welding Processes 1 3 0 2 
Total Major Required Hours 14 
PLC Certificate (C50240C) 

Major Required Courses 

PEGyeti2e* DC/AC Electricity 3 6 0 O 
EUG 128. Intro to PLC 2 3 0 3 
ELC 228 PLC /Applications 2 6 0 4 
ISC 112 Industrial Safety 2 0 0 2 
Total Major Required Hours 14 


Medical Office Administration (A25310) 
This curriculum prepares individuals for employment in medical and other health-care related offices. 


Course work will include medical terminology; information systems; office management; medical coding, billing 
and insurance; legal and ethical issues; and formatting and word processing. Students will learn administrative and 
support functions and develop skills applicable in medical environments. 


Employment opportunities are available in medical and dental offices, hospitals, insurance companies, laboratories, 
medical supply companies, and other health-care related organizations. 
Course and Hour Requirements 


Title Class Lab Clin/ExpCredits 
First Year 
Fall Semester 


{ACA 111 College Student Success 1 0 0 1 
or 
ACA 122 College Transfer Success 0 2 0 1} 
BUS 110 Introduction to Business 3 0 0 3 
CIS 110 Intro to Computers 2 2 0 3 
ENG 111 Writing and Inguiry 3 0 0 3 
Humanities/Fine Art Elective 3 0 0 3 
MAT 143 Quantitative Literacy 2, 2, 0 3 
OST 1314 Keyboarding 1 2 0 2 
PED PED Elective 1 0 0 1 


Credits: 19 
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Firs Year 
Spring Semester 

Social Science Elective 
CTS 130 Spreadsheet 
ENG 112 Writing/Research in the Disc 
OST 134 Text Entry & Formatting 
OST 136 Word Processing 


Second Year 

Fall Semester 

Ine Coe) Prin of Financial Acct 
MED 121 Medical Terminology I 
OST 148 Med Coding Billing & Insur 
OST 149 Medical Legal Issues 

OST 164 Text Editing Applications 
Ost 164 Records Management 

WBE Sid Work-Based Learning 


Second Year 

Spring Semester 

BUS a 2260 Business Communication 

MED 122 Medical Terminology II 

OS lae241 Med Ofc Transcription I 

OS 242 Med Ofc Transcription IT 

OST, 243 Med Office Simulation 

OST 289 Administrative Office Met 
Major Elective 


Major Electives: 

Fall Semester 

BUSeeS Business Law I 
BUS@l121 Business Math 

BUS 137 Principles of Management 
DBA 110 Database Concepts 

OS Fat 122 Office Computations 
OSi 835 Adv Text Entry & Format 


Spring Semester 

ACC 140 Payroll Accounting 

BUS. 14135 Principles of Supervision 
OST 236 Adv Word/Information Proc 


Humanities/Fine Arts Requirement* 


*(Choose one course from the Humanities/ Fine Arts Course list on page 87) 


Physical Education Requitrement* 


*(Choose one course from the Physical Education Course list on page 88) 


Social/Behavioral Sciences Requitement* 


the Social/ Behavioral Sciences Course list on page 88) 
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Credits: 15 


Credits: 20 


Credits: 19 


*(Choose one course from 


Total Required Credit Hours for A.A.S. Degree 72-74 
Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in applied science degree is awarded upon successful completion of the program. A diploma and 
certificate option are listed below: 


Medical Office Administration Diploma (D25310) 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
First Year 
Fall Semester 
BUS 110 Introduction to Business 8) 0 0 D 
MED 121 Medical Terminology I 3 0 0 3 
MED 122 Medical Terminology II y 0 0 3 
OST 131 Keyboarding 1 2 0 J, 
OST 148 Med Coding Billing & Insur 3 0 0 D 
OST. 149 Medical Legal Issues 3 0 0 3 
OST 164 ‘Text Editing Applications s 0 0 3 
Credits: 20 
First Year 
Spring Semester 
CIS’ 110 ~~“ Intro to Computers 2 2 0 3) 
ENG 111 Writing and Inquiry 3 0 0 3 
MAT 143 Quantitative Literacy 2 2 0 3 
OST 134 Text Entry & Formatting 2 2 0 3 
OST 243 Med Office Simulation 2 2 0 3 
OST 289 Administrative Office Met ri 2 0 3 
Credits: 18 
Total Required Credit Hours for Diploma 38 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


A diploma is awarded upon successful completion of the program. 


Medical Office Administration Certificate (C25310) 


Fall Semester 


CIS 110 Introduction to Computers 2 2 0 3 
MED 121 Medical Terminology I 3 0 0 3 
MED 122 Medical Terminology I 3 0 0 3 
OST, 149 Medical Legal Issues 3 0 0 3 
Total Required Credit Hours 12 
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Office Administration (A25370) 


The Office Administration curriculum prepares individuals for positions in administrative support careers. It 
equips office professionals to respond to the demands of a dynamic computerized workplace. 


Students will complete courses designed to develop proficiency in the use of integrated softwate, oral and written 
communication, analysis and coordination of office duties and systems, and other support topics. Emphasis is 


placed on non-technical as well as technical skills. 


Graduates should qualify for employment in a variety of positions in business, government, and industry. Job 
classifications range from entry-level to supervisor to middle management. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
First Year 
Fall Semester 
{ACA 111 College Student Success 1 0 0 1 
or 
ACA 122 College Transfer Success 0 2 0 1} 
BUSaellO Introduction to Business 3 0 0 3 
OST erli Office Computations il 2, 0 w 
OS Sd Keyboarding 1 2 0 2 
ENG. “lita Writing and Inquiry 5) 0 0 5 
MAT 143 Quantitative Literacy 2 2 0 8) 
Physical Education Elective 1 0 0 1 
Credits: 15 
First Year 
Spring Semester 
BUSH 260 Business Communication 5 0 0 3 
CIS 110 Introduction to Computers J; 2 0 3 
GS peel 0a Spteadsheet 2 2 0 3 
{ENG 112  Writing/Researchin the Disc 3 0 0 3 
or 
PNG 113 Literature-Based Research 3 0 0 3 
or 
ENG 114 Prof. Research & Reporting 3 0 0 Of 
OST 134 Text Entry & Formatting a M4 0 4 
OST 136 Word Processing 2 2 0 8) 
Credits: 18 
Second Year 
Fall Semester 
ACG 9120.>) Paneer rinanealAcct 3 2 0 4 
OST 164 Text Editing Applications 3 0 0 > 
OST 184 Records Management Z 2 0 3 
Major Elective 3 0 0 3 
Social Science Elective 3 0 0 3 
Humanities/Fine Arts Elective 3 0 0 3 
Credits: 19 


138 


Second Year 
Spring Semester 


ACC 129 Individual Income Taxes 2 2 0 3 
ACC 140 Payroll Accounting 1 2, 0 2 
DBA 110 Database Concepts 2 B 0 3 
OST 223 Admin Office Transcript I 2 2 0 3 
OST 284 Emerging Technologies 1 2 0 2 
OST 289 Administrative Office Met ie 4 0 3 
WBL 111 Work-Based Learning 0 0 10 1 
Credits: 19 
Major Electives (Select One): 
BUS 115 Business Law I 3) 0 0 3 
BUS 121 Business Math 2 2 0 3 
BUS 137 Principles of Management 3 0 0 8 
OST 135 Adv Text Entry & Format 9 2 0 4 
Spring Semester Only 
BUS 135 Principles of Supervision 3 0 0 3 
OST 236 Adv Word/Information Proc 2 Os 0 3 
Humanities/Fine Arts Requirement* 3 
*(Choose one course from the Humanities/ Fine Arts Course list on page 87) 
Social/Behavioral Sciences Requirement* 3 
*(Choose one course from the Social/ Behavioral Sciences Course list on page 88) 
Physical Education Requirement* 1 
*(Choose one course from the Physical Education Course list on page 88) 
Total Required Credit Hours for A.A.S. Degree 69-70 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in applied science degree is awarded upon successful completion of the program. A diploma and 
certificate option is listed below: 


Office Administration Diploma (D25370) 
Course and Hour Requirements 


Fall Semester 

ACG 120" PrnlosFinancialAcct 
BUS 110 Introduction to Business 
CIS 110 Introduction to Computers 
MAT 143 Quantitative Literacy 

OST 131  Keyboarding 

OST 164 Text Editing Applications 
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Credits: 18 
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Spring Semester 


BUS 260 Business Communication 3 0 0 3 
CTs" "130" Spteadsheet 2 2 0 3 
ENG 111 Writing and Inquiry 3 0 0 3 
OST 134 Text Entry & Formatting 2 2 0 3 
OST 184 Records Management 2 2 0 3 
OST 284 Emerging Technologies 1 Z 0 2 
OST 289 Administrative Office Met 2 2 0 3 
Credits: 20 
Other Required Courses 
{ACA 111 College Student Success 1 0 0 1 
or 
ACA 122 College Transfer Success 0 Z 0 1} 
Physical Education Requirement* 
*(Choose one course from the Physical Education Course list on page 88) 
Total Required Credit Hours for Diploma 40 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


A diploma is awarded upon successful completion of the program. 


Office Administration Certificate (C25370) 


Fall Semester 


CIS 110 Introduction to Computers Z, 2 0 3 
OST 131 Keyboarding 1 J 0 2 
Credits: 5 
Spring Semester 
CTS 130 Spreadsheet 2 Z 0 $ 
DBA 110 Database Concepts 3 0 3 
OST 284 Emerging Technologies 1 2 0 2 
Credits: 8 


Total Required Credit Hours 13 
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Web Technologies (A25290) 


The Web Technologies curriculum prepares graduates for careers in the information technology arena using 
computers and mobile devices to disseminate and collect information via the Internet. 


Course work in this program covets the terminology and use of computers, Internet-ready devices, servers, 
databases, programming languages, as well as Internet applications, site development and design. Studies will 


provide opportunity for students to learn related industry standards. 


Graduates should qualify for career opportunities as designers, administrators, or developers in the areas of 
Internet and mobile applications, websites, web services, and related areas of Internet technologies. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
First Year 
Fall Semester 
{ACA 111 College Student Success 1 0 0 1 
or 
ACA 122 College Transfer Success 0 “4 0 1} 
CIS 110 Introduction to Computers 2 2 0 3 
CIS | 124 DTP Graphics Software 2 2 0 3 
ENG 111 Writing and Inquiry 3 0 0 3 
WEB 110 ~ Internet/Web Fundamentals 2 DD 0 3 
WEB 115 Web Markup and Scripting 2 2 0 3 
Physical Education Requirement* 1 
*(Choose one course from the Physical Education Course list on page 88) 
First Year 
Spring Semester 
CIS 115 Intro to Prog & Logic 2 6 0 8 
CIS 160 MM Resources Integration 2 2 0 2 
DBA 110 Database Concepts c g 0 3 
NET 110 Networking Concepts 2 2 0 3 
WEB 120 — Intro Internet Multimedia 2 2 0 3 
Humanities/Fine Arts Requirement* 3 
*(Choose one course from the Humanities/ Fine Arts Course list on page 87) 
Second Year 
Fall Semester 
DME 110 Intro to Digital Media 2 2 0 3 
{ENG 112 Writing/Researchin the Disc 3 0 0 3 
ot 
ENG 114 Prof. Research & Reporting 3 0 0 oh; 
WEB 140 Web Development Tools #] 2 0 2) 
WEB 230  Implementating Web Serv 2 Z 0 3 
WEB 250 Database Driven Websites 2 2 0 S) 
Social/Behavioral Sciences Requitement* 3 


*(Choose one course from the Social/ Behavioral Sciences Course list on page 88) 
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Second Year 
Spring Semester 


BUS ge .0 Introduction to Business 5 0 0 3 
DME 130 _ Digital Animation I 2. 2 0 6 
MAT > 210 Mathematical Measurement 2. 2 0 6 
WEB 210 Web Design 2 y 0 3 
WEB 285 Emerging Web Technologies 2 2 0 3 
WEB 289 Internet Tech. Project 1 4 0 3 
Total Required Credit Hours for A.A.S. Degree 71 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


An associate in applied science degree is awarded upon successful completion of the program. 


Web Technology Multimedia Certificate (C25290A) 


Multimedia is the merging of graphics, text, video, and sound into one product which is controllable by a 
computer. The Multimedia Certificate Program is both practical and innovative in providing students with real- 
world training for new careers in a dynamic field. 


The program offers students: 
e Hands-on experience with the software tools used to produce multimedia 
® Techniques and processes used in multimedia design 
e Careers in the multimedia industry 


The Multimedia Certificate Program meets the needs of industry trainers and others who want to expand their 
careers with training in multimedia design and production. 


Major Required Courses 


DME 110 Intro to Digital Media 2 D 0 3 
WEB 110 Internet/Web Fundamentals a Z 0 3 
WEB 115 Web Markup and Scripting Ai 2 0 5 
WEB 120 Intro Internet Multimedia ws 2, 0 3 
WEB 285 Emerging Web Technologies * D 2, 0 5 
Total Major Required Hours 15 
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Welding Technology (D50420) 


The Welding Technology curriculum provides students with a sound understanding of the science, technology, and 
applications essential for successful employment in the welding and metal industry. 


Instruction includes consumable and non-consumable electrode welding and cutting processes. Courses in math, 
blueprint reading, metallurgy, welding inspection, and destructive and non-destructive testing provides the student 
with industry-standard skills developed through classroom training and practical application. 


Successful graduates of the Welding Technology curriculum may be employed as entry-level technicians in welding 
and metalworking industries. Career opportunities also exist in construction, manufacturing, fabrication, sales, 


quality control, supervision, and welding-related self-employment. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
First Year 
Fall Semester 
{ACA 111 — College Student Success 1 0 0 1 
or 
Pere 22.4. College Transfer Success 0 2 0 ie 
WLD 110 Cutting Processes 1 3 0 2 
WLD 115 SMAW (Stck) Plate 2 9 0 5 
WLD 121 GMAW (MIG) FCAW/Plate 2 6 0 4 
WLD 141 Symbols & Specifications 2 2 0 3 
Credits: 15 
First Year 
Spring Semester 
ISC 112 Industrial Safety 2 0 0 2 
WLD 116 SMAW (tck) Plate/Pipe 1 2 0 4 
WLD 117 = Industrial SMAW 1 4 0 6 
Rib 431 GLAW CLIG), Plate BY 6 0 4 
ENG 102 Applied Communications II 8 0 0 3 
Credits: 16 
Second Year 
Fall Semester 
WLD 132 GTAW (TIG) Plate/Pipe 1 6 0 3 
{MAT 110 Mathematical Measurements 2 2) 0 3 
or 
PHY 110 Conceptual Physics 3 0 0 3} 
*PED XXX _ Physical Education Elective 1 0 0 1 
Credits: 7 
Physical Education Requirement* 
*(Choose one course from the Physical Education Course list on page 88) 
Total Required Credit Hours for Diploma Program 38 


Based upon placement test scores, developmental courses in English, reading, and math also may be required. 


A diploma is awarded upon successful completion of the program. Certificate options are also oftered and are 


listed below: 
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Welding Technology Certificates: 


Pipe Certificate (C50420B) 


Major Required Courses 


Wiel. glibS SMAW (Stick) Plate 2, 9 0 
WLD 116 SMAW (Stick) Plate/Pipe 1 9 0 
WH) allen Industrial SMAW 1 4 0 


Total Major Required Hours 
Plate Certificate (C50420C) 


Major Required Courses 

WLD 110 Cutting Processes 

WLD 115 SMAW (Stick) Plate 

WLD 121 GMAW (MIG) FCAW/Plate 
WLD 141 Symbols & Specifications 
Total Major Required Hours 
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Career and College Promise Program Requirements: 


Career & College Promise College Transfer Pathway 
Leading to the Associate in Arts (P1012C) 


GENERAL EDUCATION (31-32 SHC) 
The general education requirement includes study in courses selected from the Universal General Education Transfer 
Component (UGETC) component of the Comprehensive Articulation Agreement. 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credit 
General Education Courses 
English Composition (6 SHC) 
The following two English composition courses are required. 


ENG 111 Writing and Inquiry D 0 0 3) 
ENG 112  Writing/Research in the Discipline 5) 0 0 8) 
Select three courses from the following from at least two different disciplines (9 SHC) 

Communications 

COM 231 ~~ Public Speaking 3 0 0 3 


Humanities /Fine Arts 


piel tie Sart Appreciation 3 0 0 3 
ART 114 ~— Art History Survey I 3 0 0 ° 
ART 115 = Art History Survey II 3 0 0 3 
ENG 231 American Literature I 3 0 0 3) 
ENG 232 American Literature II 3 0 ) 3 
MUS 110 Music Appreciation 3 0 0 3 
MUS 112 Introduction to Jazz 5 0 0 5 
PHI 215 Philosophical Issues 3 0 0 3 
PHI 240 Introduction to Ethics » 0 0 3 
Social/ Behavioral Sciences (9 SHC) 

Select three courses from the following from at least two different disciplines: 

ECO 251 ~~ Prin of Microeconomics 3 0 0 a, 
ECO 252 Prin of Macroeconomics S) 0 0 3 
HIS 111 World Civilizations I 6) 0 0 3 
HIS 112 World Crvilizations II 5 0 0 a) 
HIS 131 American History I 3) 0 0 ) 
HIS 132 American History II 3 0 0 3 
POL 120 American Government 3 0 0 2 
PSY 150 General Psychology 3 0 0 * 
SOC 210 — Introduction to Sociology 3 0 0 5 
Mathematics (3-4 SHC) 

Select one course from the following: 

MAT 143 Quantitative Literacy 3 0 2 
MAT 152 Statistical Methods I 3 1 0 4 
MAT 171 Precalculus Algebra 3 0 0 3 
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Natural Sciences (4 SHC) 
Select 4 SHC from the following course(s): 


{AST 111 Descriptive Astronomy 3 0 0 2 
and 

AST 111A Descriptive Astronomy Lab 0 2 0 1} 

{AST 151 General Astronomy I 5 0 0 3 

and 

AST 151A General Astronomy Lab I 0 2 0 1} 

BIO 110 Principles of Biology DB 3 0 4 

BIO 111 General Biology I 3 6 0 4 

CHM 151 General Chemistry I 3 p 0 4 

GEL 111 Introductory Geology 5) Z 0 4 

{PHY 110 Conceptual Physics 3 0 0 3 
and 

PHY 110A Conceptual Physics Lab 0 2 0 1} 

Academic Transition (1 SHC) 

The following course is required: 

AGASI 22 College Transfer Success 0 Z 0 ul 


Total Semester Hours Credit (SHC) in Pathway: 32-33 


Career & College Promise College Transfer Pathway 
Leading to the Associate in Science (P1042C) 


GENERAL EDUCATION (34 SHC) The general education requirement includes study in courses selected 
from the Universal General Education Transfer Component (UGETC). 


English Composition (6 SHC) 
The folloming two English composition courses are required. 


Title Class Lab Clin ExpiegeCtecits 
General Education Courses 
ENG 111 Writing and Inquiry 2 Q 0 3 
ENG 112 Writing/Research in the Disc 3 0 0 3 
Select two courses from the following from at least two different disciplines (6 SHC) 
Communications 
COM 231 Public Speaking 2 0 0 3 
Humanities /Fine Arts 


ART a lit Art Appreciation 

ART 114 = Art History Survey I 
ART 115 = Art History Survey II 
ENG 231 American Literature I 
ENG 232 American Literature II 
MUS 110 Music Appreciation 
MUS 112 — Introduction to Jazz 
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PHU 215 Philosophical Issues 
PHI — 240 Introduction to Ethics 


Social/Behavioral Sciences (6 SHC) 


Select tuo courses from the following from at least two different disciplines: 


Boe: 251 Prin of Microeconomics 
BEG). 252 Prin of Macroeconomics 
Riise? 111 World Civilizations I 

Pitoe. 112 World Civilizations II 
HIS 131 American History I 

Plus. 132 American History II 

POL. . 120 American Government 
PSY 150 General Psychology 

SOC 210 — Introduction to Sociology 


Math (8 SHC) 

Select two courses from the following: 

MAT 171 Precalculus Algebra 

MAT 172  Pre-calculus Trigonometry 
MAT 263 Brief Calculus 

MAL 271 Calculus I 


Natural Sciences (8 SHC) 
Select 8 SHC from the following course(s): 
{AST 151 General Astronomy I 
and 
AST 151A General Astronomy Lab I 
BIO 110 Principles of Biology 
BIO 111 ~~ General Biology I 
CHM 151 General Chemistry I 
GEL 111 Introductory Geology 
{PHY 110 Conceptual Physics 
and 
PHY 110A Conceptual Physics Lab 
{PHY 151 College Physics I 
and 
Pea 152)  CollegeiPhysics:Il 
{PHY 251 General Physics I 
and 
PHY 252 General Physics II 


Total General Education Hours Required: 34 
Academic Transition (1 SHC) 
The following course 1s required: 


ACA 122 College Transfer Success 


Total Semester Hours Credit (SHC) in Pathway: 35 
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Cosmetology Diploma - D55140H 


Course and Hour Requirements 

Title 
General Education Required Courses 
First Year 
Fall Semester 
COS 111 Cosmetology Concepts I 
COS: (1128) Salond 


First Year 

Spring Semester 

COS 113 Cosmetology Concepts I 
COS 114 Salon II 


Second Year 

Fall Semester 

ACA 111 College Student Success 
COS 115 Cosmetology Concepts HI 
COS, 116g)” Salon Ii 

PSY 101 Applied Psychology 


Second Year 

Spring Semester 

COs] iy Cosmetology Concepts IV 
COSmeLLs Salon IV 

ENG 102 Applied Comm II 


Total Required Credit Hours for Diploma Program 


Early Childhood Education Diploma (D55220H) 


Course and Hour Requirements 


Title 
General Education Required Courses 


General Education Required Courses 
ENG 111 Writing and Inquiry 
COM 231 Public Speaking 


Major Required Courses 

EDU 119 Intro to Early Child Education 
EDU 131 Child, Family, & Community 
EDU 146 Child Guidance 

EDU 151 Creative Activities 

EDU 153 Health, Safety & Nutrit 


Class 
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Credits 


4 
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Credits: 


1 
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Credits: 
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Credits: 
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EDU 221 Children with Exceptional 
EDU 144 Child Development I 
EDU 145 Child Development II 
HEA 110 Personal Health/Wellness 
PSY 150 General Psychology 
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Industrial Systems Technology Diploma (D50240H) 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
General Education Required Courses 
ENG 111 Writing and Inquiry 3 0 0 3 
MAT 121 Algebra/Trigonometry I 3 0 0 S. 
Total General Education Required Hours 6 


Major Required Courses 


BPR 111 Blueprint Reading 1 Z 0 2 
{CIS 110 Intro to Computers 2 2 0 3 
or 
Sia ttl Basic P@ Literacy 1 2 0 2 
FBLC 111 Intro to Electticity 2 2 0 3 
ELC 118 National Electrical Code 1 2 0 2 
HYD 110 Hydraulics/Pneumatics I 2 3 0 3 
ISC 112 Industrial Safety 2 0 0 Z 
MEC 151 Mechanical Mfg Systems 1 3 0 2 
MNT 110 Intro to Maint Procedures 1 3 0 zi 
MNT 130 Control Systems a 4 0 4 
MNT 160 — Industrial Fabrication 1 3 0 2 
WLD 112 Basic Welding Processes 1 3 0 Zz 
Students must choose one of the following options: 
Option 1 (Electrical) 
Paes 125° Intro to PLC 2 3 0 3 
ute 228° — PL@YApplications 2 6 0 4 
Option 2 (Mechanical) 
MEC 111 Machine Processes I 1 = 0 s 
WLD 121 GMAW (MIG) FCAW/Plate 2 6 0 4 
Total Major Required Hours 35-36 
Other Required Courses 
{ACA 111 College Student Success 1 0 0 1 
or 
ACA 122 College Transfer Success 0 2 0 1} 
Physical Education Requirement* 1 
*(Choose one course from the Physical Education Course list on page 88) 
Total Required Credit Hours for Diploma 43-44 
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Welding Technology Diploma - D50420H 


Course and Hour Requirements 


Title Class Lab Clin/Exp Credits 
General Education Required Courses 
ENG 102 Applied Comm II 3 0 0 3 
MAT 110 Mathematical Measurements 2 2 0 3 
Total General Education Required Hours 6 


Major Required Courses 


WLD 110 Cutting Processes ] io 0 O: 
WLD 115 SMAW Gtick) Plate 2 ? 0 5 
WLD 116 SMAW Gtick) Plate/Pipe 1 9 0 4 
WLD 117 Industrial SMAW 1 “ 0 3 
WLD 121 GMAW (MIG) FCAW/Pla Z 6 0 4 
WLDi3ty GIAW GIG) Plate 2 6 0 + 
WLD 132 GTAW (IIG) Plate/Pipe 1 6 0 3 
WLD 141 Symbols & Specifications Z A 0 3 
WLD 143 Welding Metallurgy 1 2 0 Z 
Total Major Required Hours 30 
Other Required Courses 

ACA 111 College Student Success 1 0 0 1 
PEDert10m) Pirand Wellitor lite 1 2 0 2 
Total Required Credit Hours for Diploma Program 39 


Computer Information Technology — Basics Certificate - C25260HA 


Major Required Courses 


CIS 110 Introduction to Computers 2 2 0 © 
CIS 115 Intro to Prog & Logic 3 0 0 4 
NET 110 Networking Concepts 2, 2 0 3 
NOS 110 Operating System Concepts 4s 3) 0 3 
WEB 110 — Internet/Web Fundamentals 2 2 0 3 
Total Major Required Hours 15 


Computer Information Technology - Web/Security - C25260HB 


Major Required Courses 


CIS 110 — Introduction to Computers 2 Z 0 8) 
NET 110 Networking Concepts 2 2 0 3 
NOS 110 Operating System Concepts i 3 0 3 
SEC 110 Security Concepts 3 0 0 3 
Total Major Required Hours 12 
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Criminal Justice Technology Certificate (C55180H) 


Intro to Criminal Justice 
Criminology 

Juvenile Justice 

Law Enforcement Ops 
Ethics & Comm Relations 


Total Major Required Hours 


Fall Semester 


HSE 
PSY, 
SOC 
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210 
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Human Services Technology Certificate (C45380H) 


Human Services Issues 
General Psychology 
Introduction to Sociology 


Spring Semester 


HSE 
HSE 
HSE 


2 
125 
125 


Group Process I 
Interviewing Techniques 
Counseling 


Total Major Required Hours 


Fall Semester 


PSY 
HSE 


150 
110 


SOC 210 
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Credits: 8 


Credits: 8 


Human Services Technology — Mental Health Certificate (C4538HA) 


General Psychology 
Intro to Human Services 
Introduction to Sociology 


Spring Semester 


HSE 
HSE 
MHA 


125 
226 
150 


Interviewing Techniques 
Mental Retardation 
Mental Health Systems 


Total Major Required Hours 
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Credits: 9 


Credits: 9 


Industrial System Technology: Electrical Certificate -C50240H 


Major Required Courses 


ELC 
BLE 
ELC 
ISC 
MNT 


111 
113 
118 
2 
130 


Intro to Electricity 
Basic Wiring I 

National Electrical Code 
Industrial Safety 
Control Systems 


Total Major Required Hours 
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Medical Office Administration Certificate - C25310H 


Fall Semester 


CIS 110 Introduction to Computers 2 2 0 3 

MED 121 Medical Terminology I %) 0 0 3 

MED 122 Medical Terminology I 3 0 0 3 

OST 149 Medical Legal Issues iD 0 0 3 

Spring Semester 

OST 136 Word Processing 2 e 0 3 

Total Required Credit Hours 15 

Nursing Assistant Certificate — C45480C 

Fall Semester 

NAS 101- Nurse Aide I 3 4 iS 6 

Spring Semester 

NAS 102 Nurse Aide II 3 A 6 6 

Fall Semester 

NAS 103 Home Health Care Nurse Aide 4 4 0 6 

Total Required Credit Hours 18 
Office Administration Certificate — C25370H 

Fall Semester 

CIS 110 Introduction to Computers 2 Z 0 3 

OST 131  Keyboarding 1 2 0 Zi 

OST 164 ‘Text Editing Applications 3) 0 0 3) 

OST 184 Records Management 2 ve 0 3 

Spring Semester 

OST 136 Word Processing 2 2 0 3 

Total Required Credit Hours 14 


A/C, Heating, & Refrig Tech - Heat Pump Certificate - C35100HA 


Major Required Courses 


AHR 110 _ Intro to Refrigeration as 6 0 5 
AHR 111 HVACR Electricity 2 2 0 3 
AHR 113 Comfort Cooling 2 4 0 4 
AHR 114 Heat Pump Technology z + 0 4 
AHR 160 _ Refrigerant Certification 1 0 0 1 
Total Major Required Houts 17 
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A/C, Heating, & Refrig Tech - HVAC Certificate - C35100HB 


Major Required Courses 


AHR 110 Intro to Reftigeration 2 6 0 5 
AHR 111 HVACR Electricity 2 2 0 3 
AHR 112 Heating Technology 2. “ 0 4 
AHR 213 HVACR Building Code d 2 0 2 
Total Major Required Hours 14 


Web Technology Multimedia Certificate — (C25290HA) 


DME 110 Intro to Digital Media 2 2 0 3 
WEB 110 ~— Internet/Web Fundamentals 2 2 0 3 
WEB 115 Web Markup and Scripting oD 2, 0 3 
WEB» 120 Intro Internet Multimedia 2 2 0 3 
WEB 285 Emerging Web Technologies 2 2 0 3 
Total Major Required Hours 15 


Welding Technology Certificate - C50420H 


Major Required Courses 


WLD 110 Cutting Processes 1 8 0 2 
WLD 115 SMAW (tick) Plate 2 9 0 5 
WLD 121 GMAW (MIG) FCAW/Pla 2 6 0 4 
WLD 141 Symbols & Specifications 2, Z 0 3 
Total Major Required Hours 14 


Developmental Education 


To help ensure success in college-level courses, the Developmental Education Department offers English, and 
math courses for students who need to improve their basic skills as indicated through placement testing. Specific 
courses that must be taken are determined by test score results. Students who place in developmental courses also 
are required to take lighter course loads to enhance their success. 


Students must complete developmental math courses with a grade of C or better and developmental English 
courses with a grade of B or better in order to progress to the next developmental or college level course. 
Developmental courses are not considered as part of any program’s total hours required for graduation. They are, 
however, included in a student’s cumulative grade-point average (GPA). Therefore, students must maintain a 
certain GPA in order to remain in good standing. 


The length of time that a student remains in the department depends upon the number of developmental courses 
that must be taken and the progress made by the student. As developmental requirements are completed, students 
take curricular courses. 
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Course and Hour Requirements 





Title Ges S lkay ~ Olay oss) Credits 

English Courses 

DRE-096 Integrated Reading and Writing 2250 1 0 3 
DRE-097 Integrated Reading and Writing II 2.50 i 0 3 
DRE-098 Integrated Reading and Writing HI 2.50 1 0 3 
Math Courses 

DMA-010 Operations with Integers FD 50 0 1 
DMA-020 Fractions and Decimals We 50 0 1 
DMA-030 Propor/Ratio/Rate/Percent Tis 50 0 1 
DMA-040 Express/Lin Equat/Inequalities as 0) 0 1 
DMA-050 Graphs/Equations of Lines LOS 50 0 1 
DMA-060 Polynomial/Quadratic Application .75 50 0 1 
DMA-070 Rational Express/Equations gs 50 0 1 
DMA-080 Radical Express/Equations is) 50 0 1 


Distance Learning 


To make higher education mote accessible to all, the College offers distance learning courses that provide students 
with the opportunity to earn college credit in non-traditional methods. These courses are taught by college faculty 
and include Internet-based courses, hybrid, teleweb and telecourses offered by the UNC Center for Public 
Television, and courses offered via videoconferencing. These courses are listed in the curriculum course schedule 
published each term and include College Transfer general education courses such as art, English, history, literature, 
math, music, psychology, and sociology as well as studies in business, information technology, criminal justice, 
education, medical and office systems, and other fields. 


Distance learning students register and pay tuition and fees in the same manner as traditional students, but they do 
not have to come on campus as often. Students in Internet-based courses must complete an online orientation 
before beginning coursework. Telecourse students, however, may have to be on campus for orientation and to 
attend sessions that may be required by the course instructor. 


Online courses are also offered through Continuing Education for individuals wanting to learn specific skills. 
Theses courses offer professional development opportunities for educators, professionals, and individuals 
interested in enhancing their skills. 


All learners taking Internet, hybrid or teleweb courses must have access to a computer with Internet accessibility, 
be computer literate, have access to MS Office, and have at least 5-10 hours per course each week for completing 
course assignments. 


Learning Resources Center 

The Learning Resources Center (LRC) provides library, audiovisual, and computer-assisted instruction services to 
support and enrich the College’s instructional programs. Open to community residents, as well as students and 
employees, LRC hours are 8:00 a.m. - 8:30 p.m. Monday, Tuesday, and Thursday, and 8:00 a.m. - 5 p.m. on 
Wednesday and Friday. The LRC hours vary during the summer semesters. 


To check out materials from the LRC, a library card is needed. Initial patron cards are free of charge and may be 
obtained upon request at the Circulation Desk. A validated student ID card serves as a library card for R-CCC 
students. 
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Library: 
The first in the NC Community College System, R-CCC’s automated library catalog is a union catalog, which 
makes it possible for users to see and request materials from various other NC community college libraries. Using 
a Java-enabled browser, online access to the catalog may be gained through the College’s Web site or the 
Community Colleges Libraries in North Carolina (CCLINC) Web site, the address is 

http:/ /louise.nccommunitycolleges.edu/. 





The library maintains a comprehensive reference collection, more than 28,000 volumes and 173 periodicals, a 
bestseller collection, and numerous daily and weekly newspapers. Interlibrary loan service also is available, as well 
as a coin-operated photocopying machine, a fax machine, typewriters, online job listings, DVDs, video tapes, CDs 
and many other print and non-print media. Internet access also is available for registered library patrons, as well as 
online databases and reference materials. 


In addition to the Internet, NC LIVE is available online. NC LIVE provides access to high quality resources such 
as periodicals, national and local newspapers, professional journals, reference sources, research atticles, and other 
information not available to individual Internet users. R-CCC provides additional electronic databases such as 
Newsbank and SIRS for use by registered students. 


Audiovisuals: 


Video cassette recorders, televisions, DVD players, LCD/Data Video projectors, laptops, CD players, and cassette 
recorders are available for use. Audiovisual equipment and materials are available for in-house and community 
group use. Some items are restricted to use in the library or instructor use only. 


Computer-Assisted Instruction Lab: 
The Computer-Assisted Instruction Lab (CAI Lab) provides access to computers and maintains a variety of 
computerized materials to support R-CCC’s curricular programs. 


The CAI Lab provides students with access to various software programs to complete assignments, tutorial 
software to improve basic skills or assist with standardized test preparation, and access to software as part of 
course requirements. 


Individuals possessing basic computer knowledge and operational skills also may use the lab’s computers to access 


online courses and to prepare reports, term papers, or other materials. Users must provide their own supplies and 
abide by all policies posted in the lab. 
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Understanding What You See: 


ACA 111 College Student Success ‘ieee 0 1 


3— Prerequisites: None 
Soy Corequisites: None 


i This course introduces the college's physical, academic, and social environment and promotes the 
| personal development essential for success. Topics include campus facilities and resources; policies, 
4 | procedures, and programs; study skills; and life management issues such as health, self-esteem, 
motivation, goal-setting, diversity, and communication. Upon completion, students should be able to 
function effectively within the college environment to meet their educational objectives. 


1 -- Designates the course prefix, course number and title 

2 -- Designates the number of hours in class each week, number of hours in lab each week, number 
of hours in clinical/lab/work experience each week, and the number of hours the course is worth 
upon successful completion 

3 --Prerequisites designate the course or courses that you must have already taken before you can 
take the listed course; Corequisites designate the course or courses that you must take at the same 
time you are taking the listed course if not before 

4 --Describes what the course is about and what you can expect to learn from the course 
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CURRICULAR COURSE DESCRIPTIONS 


Class Lab Clin/Exp Credits 


ACA 111 College Student Success 1 0 0 1 
Prerequisites: None 
Corequisites: None 


This course introduces the college's physical, academic, and social environment and promotes the personal development 
essential for success. Topics include campus facilities and resoutces; policies, procedures, and programs; study skills; and life 
management issues such as health, self-esteem, motivation, goal-setting, diversity, and communication. Upon completion, 
students should be able to function effectively within the college environment to meet their educational objectives. 


ACA 122 College Transfer Success 0 2 0 1 
Prerequisites: None 
Corequisites: None 


This course provides information and strategies necessary to develop clear academic and professional goals beyond the 
community college experience. Topics include the CAA, college policies and culture, career exploration, gathering 
information on senior institutions, strategic planning, critical thinking, and communications skills for a successful academic 
transition. Upon completion, students should be able to develop an academic plan to transition successfully to senior 
institutions. This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective 
course requirement. 


Accounting 

ACC 120 Principles of Financial Accounting 3 Z 0 4 
Prerequisites None 

Corequisites: None 


This course introduces business decision-making accounting information systems. Emphasis is placed on analyzing, 
summarizing, reporting, and interpreting financial information. Upon completion, students should be able to prepare 
financial statements, understand the role of financial information in decision-making and address ethical considerations. Thés 
course has been approved to satisfy the Comprehensive Articulation Agreement pre-major and/or elective course requirement. 


ACC 121 Principles of Managerial Accounting 3 Z 0 4 
Prerequisites: ACG 120 
Corequisites: None 


This course includes a greater emphasis on managerial and cost accounting skills. Emphasis is placed on managerial 
accounting concepts for external and internal analysis, reporting and decision-making. Upon completion, students should be 
able to analyze and interpret transactions relating to managerial concepts including product-costing systems. This course has 
been approved to satisfy the Comprehensive Articulation Agreement pre-major and/or elective course requirement. 


ACC 129 Individual Income Taxes 2 2 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the relevant laws governing individual income taxation. Topics include tax law, electronic research 
and methodologies, and the use of technology for preparation of individual tax returns. Upon completion, students should 
be able to analyze basic tax scenarios, research applicable tax law, and complete various individual tax forms. 


ACC 140 Payroll Accounting 1 4 0 2 
Prerequisites: ACCS ofr ACC 120 
Corequisites: None 


This course covers federal and state laws pertaining to wages, payroll taxes, payroll tax forms, and journal and general ledger 
transactions. Emphasis is placed on computing wages; calculating social security, income, and unemployment taxes; 
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preparing appropriate payroll tax forms; and journalizing/posting transactions. Upon completion, students should be able to 
analyze data, make appropriate computations, complete forms, and prepare accounting entries using appropriate technology. 


ACC 150 Accounting Software Applications 1 2 0 2 
Prerequisites: ACG ison ACGI20 
Corequisites: None 


This course introduces microcomputer applications related to accounting systems. Topics include general ledger, accounts 
receivable, accounts payable, inventory, payroll, and correcting, adjusting, and closing entries. Upon completion, students 
should be able to use a computer accounting package to solve accounting problems. 


Air Conditioning, Heating, and Refrigeration 


AHR 110 Introduction to Refrigeration z 6 0 5 
Prerequisites: None 
Corequisites: None 


This course introduces the basic refrigeration process used in mechanical refrigeration and air conditioning systems. Topics 
include terminology, safety, and identification and function of components; refrigeration cycle; and tools and instrumentation 
used in mechanical refrigeration systems. Upon completion, students should be able to identify refrigeration systems and 
components, explain the refrigeration process, and use the tools and instrumentation of the trade. 


AHR 111 HVACR Electricity 2. 2 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces electricity as it applies to HVACR equipment. Emphasis is placed on power soutces, interaction of 
electrical components, wiring of simple circuits, and the use of electrical test equipment. Upon completion, students should 
be able to demonstrate good wiring practices and the ability to read simple wiring diagrams. 


AHR 112 Heating Technology Zs 4 0 4 
Prerequisites: None 
Corequisites: None 


This course covers the fundamentals of heating including oil, gas, and electric heating systems. Topics include safety, tools 
and instrumentation, system operating characteristics, installation techniques, efficiency testing, electrical power, and control 
systems. Upon completion, students should be able to explain the basic oil, gas, and electrical heating systems and describe 
the major components of a heating system. 


AHR 113 Comfort Cooling 2 4 0 4 
Prerequisites: None 
Corequisites: None 


This course covers the installation procedures, system operations, and maintenance of residential and light commercial 
comfort cooling systems. Topics include terminology, component operation, and testing and repair of equipment used to 
control and produce assured comfort levels. Upon completion, students should be able to use psychometrics, manufacturer 
specifications, and test instruments to determine proper system operation. 


AHR 114 Heat Pump Technology Z 4 0 4 
Prerequisites: AHR 110 or AHR 113 
Corequisites: None 


This course covers the principles of air source and water source heat pumps. Emphasis is placed on safety, modes of 
operation; defrost systems, refrigerant charging, and system performance. Upon completion, students should be able to 
understand and analyze system performance and perform routine service procedures. 
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AHR 115 Refrigeration Systems 1 3 0 2 
Prerequisites: AHR 110 
Corequisites: None 


This course introduces refrigeration systems and applications. Topics include defrost methods, safety and operational 
control, refrigerant piping, refrigerant recovery and charging, and leak testing. Upon completion, students should be able to 
assist in installing and testing refrigeration systems and perform simple repairs. 


AHR 120 HVACR Maintenance 1 3 0 2 
Prerequisites: None 
Corequisites: None 


This course introduces the basic principles of industrial air conditioning and heating systems. Emphasis is placed on 
preventive maintenance procedures for heating and cooling equipment and related components. Upon completion, students 
should be able to perform routine preventive maintenance tasks, maintain records, and assist in routine equipment repairs. 


AHR 125 HVAC Electronics 1 3 0 2 
Prerequisites: None 
Corequisites: AHR thor LG 111 


This course introduces the common electronic control components in HVAC systems. Emphasis is placed on identifying 
electronic components and their functions in HVAC systems and motor-driven control circuits. Upon completion, students 
should be able to identify components, describe control circuitry and functions, and use test instruments to measure 
electronic circuit values and identify malfunctions. 


AHR 130 HVAC Controls 2 2 0 3 
Prerequisites: AEM Er MGdd ore Lid? 
Corequisites: None 


This course covers the types of controls found in residential and commercial comfort systems. Topics include electrical and 
electronic controls, control schematics and diagrams, test instruments, and analysis and troubleshooting of electrical systems. 
Upon completion, students should be able to diagnose and repair common residential and commercial comfort system 
controls. 


AHR 151 HVAC Duct Systems I 1 3 0 2 
Prerequisites: None 
Corequisites: None 


This course introduces the techniques used to lay out and fabricate duct work commonly found in HVAC systems. 
Emphasis is placed on the skills required to fabricate duct work. Upon completion, students should be able to lay out and 
fabricate simple duct work. 


AHR 152 HVAC Duct Systems II 1 ® 0 2 
Prerequisites: AHR 151 
Corequisites: None 


This course introduces the techniques used to lay out and fabricate more advanced types of duct work found in HVAC 
systems. Emphasis is placed on the skills required to work with complex rectangular and round fittings and transitions. 
Upon completion, students should be able to lay out and fabricate complex rectangular and round fittings. 


AHR 160 Refrigerant Certification 1 0 0 1 
Prerequisites: None 
Corequisites: None 


This course covers the requirements for the EPA certification examinations. Topics include small appliances, high pressure 
systems, and low pressure systems. Upon completion, students should be able to demonstrate knowledge of refrigerants and 
be prepared for the EPA certification examinations. 


Po 


AHR 180 HVACR Customer Relations 1 0 0 1 
Prerequisites: None 
Corequisites: None 


This course introduces common business and customer relation practices that may be encountered in HVACR. Topics 
include business practices, appearance of self and vehicle, ways of handling customer complaints, invoices, telephone 
communications, and warranties. Upon completion, students should be able to present themselves to customers in a 
professional manner, understand how the business operates, complete invoices, and handle complaints. 


AHR 211 Residential System Design 2 Z 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the principles and concepts of conventional residential heating and cooling system design. Topics 
include heating and cooling load estimating, basic psychometrics, equipment selection, duct system selection, and system 
design. Upon completion, students should be able to design a basic residential heating and cooling system. 


AHR 212 Advanced Comfort Systems zi 6 0 4 
Prerequisites: AHR 114 
Corequisites: None 


This course covets water-cooled comfort systems, water-soutce/geothermal heat pumps, and high efficiency heat pump 
systems including variable speed drives and controls. Emphasis is placed on the application, installation, and servicing of 
watet-source systems and the mechanical and electronic control components of advanced comfort systems. Upon 
completion, students should be able to test, analyze, and troubleshoot water-cooled comfort systems, water- 
source/geothermal heat pumps, and high efficiency heat pumps. 


AHR 213 HVACR Building Code 1 Z 0 Z 
Prerequisites: None 
Corequisites: None 


This course covers the North Carolina codes that ate applicable to the design and installation of HVACR systems. Topics 
include current North Carolina codes as applied to HVACR design, service, and installation. Upon completion, students 
should be able to demonstrate the correct usage of North Carolina codes that apply to specific areas of the HVACR trade. 


AHR 250 HVAC System Diagnostics 0 4 0 2 
Prerequisites: AHR-212 
Corequisites: AHR-120, AHR-212 


This course is a comprehensive study of air conditioning, heating, and refrigeration system diagnostics and corrective 
measures. Topics include advanced system analysis, measurement of operating efficiency, and inspection and correction of all 
major system components. Upon completion, students should be able to restore a residential or commercial AHR system so 
that it operates at or near manufacturers’ specifications. 


Att 

ART 111 Art Appreciation 3 0 0 3 
Prerequisites: None 

Corequisites: None 


This course introduces the origins and historical development of art. Emphasis is placed on the relationship of design 
principles to various art forms, including but not limited to, sculpture, painting, and architecture. Upon completion, students 
should be able to identify and analyze a variety of artistic styles, periods, and media. This course has been approved to satisfy the 
Comprehensive Articulation Agreement general education core requirement in humanities/fine arts. This is a Universal General 
Education Transfer Component (UGETC) course. 
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ART 113 Art Methods and Materials 2, 2 0 s' 
Prerequisites: None 
Corequisites: None 


This course provides an overview of media and techniques. Emphasis is placed on exploration and manipulation of 
materials. Upon completion, students should be able to demonstrate familiarity with a vatiety of methods, materials, and 
processes. This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective 
course requirement. 


ART 114 Art History Survey I 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course covers the development of art forms from ancient times to the Renaissance. Emphasis is placed on content, 
terminology, design, and style. Upon completion, students should be able to demonstrate an historical understanding of art 
as a product reflective of human social development. This course has been approved to satisfy the Comprehensive Articulation Agreement 


general education core requirement in humanities/ fine arts. This is a Universal General Education Transfer Component 
(UGETO) course. 


ART 115 Art History Survey II 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course covers the development of art forms from the Renaissance to the present. Emphasis is placed on content, 
terminology, design, and style. Upon completion, students should be able to demonstrate an historical understanding of art 
as a product reflective of human social development. This course has been approved to satisfy the Comprehensive Articulation Agreement 
general education core requirement in humanities/ fine arts. This is a Universal General Education Transfer Component 
(UGETO) course. 


ART 116 Survey of American Art 3) 0 0 4) 
Prerequisites: None 
Corequisites: None 


This course covets the development of American art forms from colonial times to the present. Emphasis is placed on 
architecture, painting, sculpture, graphics, and the decorative arts. Upon completion, students should be able to demonstrate 
understanding of the history of the American creative experience. This course has been approved to satisfy the Comprehensive 
Articulation Agreement general education core requirement in humanities/ fine arts. 


ART 117 Non-Western Art History 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces non-Western cultural perspectives. Emphasis is placed on, but not limited to, African, Oriental, and 
Oceanic art forms throughout history. Upon completion, students should be able to demonstrate an historical understanding 
of art as a product reflective of non-Western social and cultural development. This course has been approved to satisfy the 
Comprehensive Articulation Agreement general education core requirement in humanities/ fine arts. 


ART 121 Two-Dimensional Design 0 6 0 e 
Prerequisites: None 
Corequisites: None 


This course introduces the elements and principles of design as applied to two-dimensional art. Emphasis is placed on the 
structural elements, the principles of visual organization, and the theories of color mixing and interaction. Upon completion, 
students should be able to understand and use critical and analytical approaches as they apply to two-dimensional visual art. 
This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course 


requirement. 
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ART 122 Three-Dimensional Design 0 6 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces basic studio problems in three-dimensional visual design. Emphasis is placed on the structural 
elements and organizational principles as applied to mass and space. Upon completion, students should be able to apply 
three-dimensional design concepts. This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as 
a premajor and/or elective course requirement. 


ART 131 Drawing I 0 6 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the language of drawing and the use of various drawing materials. Emphasis is placed on drawing 
techniques, media, and graphic principles. Upon completion, students should be able to demonstrate competence in the use 
of graphic form and various drawing processes. This course has been approved to satisfy the Comprehensive Articulation Agreement ‘for 
transferability as a premajor and/or elective course requirement. 


ART 132 Drawing I 0 6 0 6 
Prerequisites: Drawing | 
Corequisites: None 


This course continues instruction in the language of drawing and the use of various materials. Emphasis is placed on 
experimentation in the use of drawing techniques, media, and graphic materials. Upon completion, students should be able to 
demonstrate increased competence in the expressive use of graphic form and techniques. This course has been approved to satisfy 
the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


ART 171 Computer Art I 0 6 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the use of the computer as a tool for solving visual problems. Emphasis is placed on fundamentals of 
computer literacy and design through bit-mapped image manipulation. Upon completion, students should be able to 
demonstrate an understanding of paint programs, printers, and scanners to capture, manipulate, and output images. This 
course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


ART 222 Wood Design I 0 6 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the historical and contemporary design concepts and their application to the construction of 
functional and sculptural wood forms. Emphasis is placed on the mastery of hand and power tools. Upon completion, 
students should be able to demonstrate appropriate use of tools to create unique designs. This course has been approved to satisfy 
the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


ART 231 Printmaking 0 6 0 =) 
Prerequisites: None 
Corequisites: None 


This course introduces the language of drawing and the use of various drawing materials. Emphasis is placed on drawing 
techniques, media, and graphic principles. Upon completion, students should be able to demonstrate competence in the use 
of graphic form and various drawing processes. 
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ART 240 Painting I 0 6 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the language of painting and the use of various painting materials. Emphasis is placed on the 
understanding and use of various painting techniques, media, and color principles. Upon completion, students should be able 
to demonstrate competence in the use of creative processes directed toward the development of expressive form. This course 
has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


ART 244 Watercolor 0 6 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces basic methods and techniques used in watercolor. Emphasis is placed on application, materials, 
content, and individual expression. Upon completion, students should be able to demonstrate a variety of traditional and 
nontraditional concepts used in watercolor media. This course has been approved to satisfy the Comprehensive Articulation Agreement for 
transferability as a premajor and/or elective course requirement. 


ART 245 Metals I 0 6 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces basic metal design in traditional and contemporary art forms using brass, copper, and silver. Emphasis 
is placed on designing and fabricating jewelry, small sculptures, and utilitarian objects. Upon completion, students should be 
able to design and produce small art objects. 


ART 247 Jewelry I 0 6 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces a basic understanding of the design and production of jewelry. Emphasis is placed on concepts and 
techniques using metals and other materials. Upon completion, students should be able to demonstrate an ability to use 
appropriate methods to create unique jewelry. 

This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course 
requirement. 


ART 260 Photography Appreciation s, 0 0 #) 
Prerequisites: None 
Corequisites: None 


This course introduces the origins and historical development of photography. Emphasis is placed on the study of 
composition and history of photography as an art form. Upon completion, students should be able to recognize and 
produce, using color transparencies, properly exposed, well-composed photographs. This course has been approved to satisfy the 
Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


ART 264 Digital Photography I 1 4 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces digital photographic equipment, theory and processes. Emphasis is placed on camera operation, 
composition, computer photo manipulation and creative expression. Upon completion, students should be able to 
successfully expose, digitally manipulate, and print a well-conceived composition. This course has been approved to satisfy the 
Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 
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ART 266 Videography I 0 6 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces various aspects of basic video production including concept development, scripting, camera 
operation, and post-production. Emphasis is placed on creative expression, camera handling, story boarding, and editing. 
Upon completion, students should be able to demonstrate a basic understanding of video camera operation and production 
techniques. This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective 
course requirement. 


ART 275 Introduction to Commercial Art 0 6 0 5 
Prerequisites: None 
Corequisites: None 


This course introduces the materials and techniques used in creative layout design for publication. Emphasis is placed on 
design for advertising in a variety of techniques and media including computer graphics. Upon completion, students should 
be able to demonstrate competence in manual camera-ready layout design and computer graphics literacy. This course has been 
approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


ART 281 Sculpture I 0 6 0 p 
Prerequisites: None 
Corequisites: None 


This course provides an exploration of the creative and technical methods of sculpture with focus on the traditional 
processes. Emphasis is placed on developing basic skills as they pertain to three-dimensional expression in various media. 
Upon completion, students should be able to show competence in variety of sculptural approaches. This course has been 
approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


ART 283 Ceramics I 0 6 0 3 
Prerequisites: None 
Corequisites: None 


This course provides an introduction to three-dimensional design principles using the medium of clay. Emphasis is placed on 
fundamentals of forming, surface design, glaze application, and firing. Upon completion, students should be able to 
demonstrate skills in slab and coil construction, simple wheel forms, glaze technique, and creative expression. This course has 
been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


ART 284 Ceramics II 0 6 0 8 
Prerequisites: ART-283 
Corequisites: None 


This course covers advanced hand building and wheel techniques. Emphasis is placed on creative expression, surface design, 
sculptural quality, and glaze effect. Upon completion, students should be able to demonstrate a high level of technical 
competence in forming and glazing with a development of three-dimensional awareness. This course has been approved to satisfy the 
Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


Barbering 
BAR 111 Barbering Concepts I 4 0 0 4 
Prerequisites: MAT 060 or DMA 010, DMA 020, and DMA 030 


Prerequisite Note: Students may take their first semester sequence of courses (i.e. BAR 111 & BAR 112) before meeting the 
math prerequisite, but before they can start their second semester of BAR classes the math prerequisite must be met. 
Corequisites: BAR 112 


This course introduces basic barbering concepts and includes careers in barber styling and various hair treatments. Emphasis 


is placed on sanitizing equipment, professional ethics, skin, scalp and hair disorders and treatment and safe work practices. 
Upon completion, students should be able to safely and competently apply barbering concepts in the shop setting. 
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BAR 112 Barbering Clinic I 0 24 0 8 
Prerequisites: MAT 060 or DMA 010, DMA 020, and DMA 030 
Prerequisite Note: Students may take their first semester sequence of courses (.e. BAR 111 & BAR 112) before meeting the 


math prerequisite, but before they can start their second semester of BAR classes the math prerequisite must be met. 
Corequisites: BAR 111 


This course introduces basic clinic services. Topics include a study of sanitizing procedures for implements and equipment, 
determination of hair texture, hair cutting, and hair processing. Upon completion, students should be able to safely and 
competently demonstrate shop services. 


BAR 113 Barbering Concepts II 4 0 0 4 
Prerequisites: MAT 060 or DMA 010, DMA 020, and DMA 030 

Prerequisite Note: Students may take their first semester sequence of courses (ie. BAR 111 & BAR 112) before meeting the 
math prerequisite, but before they can start their second semester of BAR classes the math prerequisite must be met. 
Corequisites: BAR 114 


This course covers more comprehensive barbering concepts. Topics include safety and sanitation, product knowledge as well 
as both wet and thermal hairstyling. Upon completion, students should be able to safely and competently apply these 
barbering concepts in the shop setting. 


BAR 114 Barbering Clinic II 0 24 0 8 
Prerequisites: MAT 060 or DMA 010, DMA 020, and DMA 030 
Prerequisite Note: Students may take their first semester sequence of courses (ie. BAR 111 & BAR 112) before meeting the 


math prerequisite, but before they can start their second semester of BAR classes the math prerequisite must be met. 
Corequisites: BAR 113 


This course provides experience in a simulated shop setting. Topics include draping, shampooing, hair cutting, and hair 
drying as well as chemical processing. Upon completion, students should be able to safely and competently apply these 
barbering concepts in the shop setting. 


BAR 115 Barbering Concepts HI + 0 0 4 
Prerequisites: MAT 060 or DMA 010, DMA 020, and DMA 030 

Prerequisite Note: Students may take their first semester sequence of courses (i.e. BAR 111 & BAR 112) before meeting the 
math prerequisite, but before they can start their second semester of BAR classes the math prerequisite must be met. 
Corequisites: BAR 116 


This course covers more comprehensive barbering concepts. Topics include hair processing as well as finger waving, wet and 
thermal hairstyling, skin care, including electricity/light therapy, and manicuring. Upon completion, students should be able 
to safely and competently apply these barbering concepts in the shop setting. 


BAR 116 Barbering Clinic III 0 12 0 t 
Prerequisites: MAT 060 or DMA 010, DMA 020, and DMA 030 

Prerequisite Note: Students may take their first semester sequence of courses (i.e. BAR 111 & BAR 112) before meeting the 
math prerequisite, but before they can start their second semester of BAR classes the math prerequisite must be met. 
Corequisites: BAR 115 


This course covers more comprehensive barbering concepts. Emphasis is placed on intermediate-level of skin care 


manicuring, scalp treatments, hair design, chemical restructuring and other related topics. Upon completion, students should 
be able to safely and competently apply these barbering concepts in the shop setting. 
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BAR 117 Barbering Concepts IV 2 0 0 2 
Prerequisites: MAT 060 or DMA 010, DMA 020, and DMA 030 
Prerequisite Note: Students may take their first semester sequence of courses (i.e. BAR 111 & BAR 112) before meeting the 


math prerequisite, but before they can start their second semester of BAR classes the math prerequisite must be met. 
Corequisites: BAR 118 


This course covers advanced barbering concepts. Topics include hair color, advanced hair cutting techniques, hair styling, 
shaving, skin care, retailing, and preparing for a job interview. Upon completion, students should be able to demonstrate an 
understanding of these barbering concepts and meet program completion requirements. 


BAR 118 Barbering Clinic IV 0 ZA 0 7 
Prerequisites: MAT 060 or DMA 010, DMA 020, and DMA 030 
Prerequisite Note: Students may take their first semester sequence of courses (1.¢. BAR 111 & BAR 112) before meeting the 


math prerequisite, but before they can start their second semester of BAR classes the math prerequisite must be met. 
Corequisites: BART 


This course provides advanced experience in a simulated shop setting. Emphasis is placed on efficient and competent 
delivery of all shop services in preparation for the licensing examination and employment. Upon completion, students 

should be able to demonstrate competence in the areas covered on the Barbering Licensing Examination and meet entry-level 
employment requirements. 


Biology 

BIO 094 Concepts of Human Biology 6 2 0 4 
Prerequisites: None 

Corequisites: DRE-098 


This course focuses on fundamental concepts of human biology. Topics include terminology, biochemistry, cell biology, 
tissues, body systems, and other related topics. Upon completion, students should be able to demonstrate preparedness for 
college-level anatomy and physiology courses. 


BIO 111 General Biology I 3 8) 0 4 
Prerequisites DRE-098 
Corequisites: None 


This course introduces the principles and concepts of biology. Emphasis is placed on basic biological chemistry, cell 
structure and function, metabolism and energy transformation, genetics, evolution, classification, and other related topics. 
Upon completion, students should be able to demonstrate understanding of life at the molecular and cellular levels. This 
course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in natural sciences / mathematics. 
This is a Universal General Education Transfer Component (UGETCO) course for Associate in Arts and Associate 
in Science. 


BIO 112 General Biology II 3 3 0 4 
Prerequisites: BIO 111 
Corequisites: None 


This course is a continuation of BIO 111. Emphasis is placed on organisms, biodiversity, plant and animal systems, ecology, 
and other related topics. Upon completion, students should be able to demonstrate comprehension of life at the organismal 
and ecological levels. This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in 
natural sciences/ mathematics. This is a Universal General Education Transfer Component (UGETC) course for 
Associate in Science. 
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BIO 120 Introductory Botany 3 6 0 4 
Prerequisites: BIO 110 or BIO 111 
Corequisites: None 


This course provides an introduction to the classification, relationships, structure, and function of plants. Topics include 
teproduction and development of seed and non-seed plants, levels of organization, form and function of systems, and a 
sutvey of major taxa. Upon completion, students should be able to demonstrate comprehension of plant form and function, 
including selected taxa of both seed and non-seed plants. This course has been approved to satisfy the Comprehensive Articulation 
Agreement general education core requirement in natural sciences / mathematics. 


BIO 130 Introductory Zoology 3 3 0 4 
Prerequisites: BIO 110 or BIO 111 
Corequisites: None 


This course provides an introduction to the classification, relationships, structure, and function of major animal phyla. 
Emphasis is placed on levels of organization, reproduction and development, comparative systems, and a survey of selected 
phyla. Upon completion, students should be able to demonstrate comprehension of animal form and function including 
comparative systems of selected groups. This course has been approved to satisfy the Comprehensive Articulation Agreement general 
education core requirement in natural sciences / mathematics. 


BIO 140 Environmental Biology 5 0 0 3 
Prerequisites: DRE-098; BIO 094 or equiv. 
Corequisites: None 


This course introduces environmental processes and the influence of human activities upon them. Topics include ecological 
concepts, population growth, natural resources, and a focus on current environmental problems from scientific, social, 
political, and economic perspectives. Upon completion, students should be able to demonstrate an understanding of 
environmental interrelationships and of contemporary environmental issues. This course has been approved to satisfy the 
Comprehensive Articulation Agreement general education core requirement in natural sciences/ mathematics. 


BIO 140A Environmental Biology Lab 0 3 0 1 
Prerequisites: None 
Corequisites: BIO 140 


This course provides a laboratory component to complement BIO 140. Emphasis is placed on laboratory and field 
experience. Upon completion, students should be able to demonstrate a practical understanding of environmental 
interrelationships and of contemporary environmental issues. This course has been approved to satisfy the Comprehensive Articulation 
Augreement general education core requirement in natural sciences / mathematics. 


BIO 145 Ecology 3 3 0 4 
Prerequisites: BIO 110 or BIO 111 
Corequisites: None 


This course provides an introduction to ecological concepts using an ecosystems approach. Topics include energy flow, 
nutrient cycling, succession, population dynamics, community structure, and other related topics. Upon completion, students 
should be able to demonstrate comprehension of basic ecosystem structure and dynamics. This course has been approved to satisfy 
the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


BIO 155 Nutrition ) 0 0 3 
Prerequisites: ENG 111 
Corequisites: None 


This course covers the biochemistry of foods and nutrients with consideration of the physiological effects of specialized diets 
for specific biological needs. Topics include cultural, religious, and economic factors that influence a person's acceptance of 
food, as well as nutrient requirements of the various life stages. Upon completion, students should be able to identify the 
functions and sources of nutrients, the mechanisms of digestion, and the nutritional requirements of all age groups. This 
course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 
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BIO 163 Basic Anatomy & Physiology 4 2 0 5 
Prerequisites: DRE-098 and BIO 094 or equiv. 
Corequisites: None 


This coutse provides a basic study of the structure and function of the human body. Topics include a basic study of the body 
systems as well as an introduction to homeostasis, cells, tissues, nutrition, acid-base balance, and electrolytes. Upon 
completion, students should be able to demonstrate a basic understanding of the fundamental principles of anatomy and 
physiology and their interrelationships. Thzs course has been approved to satisfy the Comprehensive Articulation Agreement for 
transferability as a premajor and/or elective course requirement. 


BIO 168 Anatomy and Physiology I 3 ® 0 4 
Prerequisites: DRE-098 or higher; BIO 094 or equivalent high school course with a grade of C or better, completed 
within the last five calendar years; CHM 094 or equivalent high school course with a grade of C or better, completed within 
the last five calendar years 

Corequisites: None 


This course provides a comprehensive study of the anatomy and physiology of the human body. Topics include body 
organization, homeostasis, cytology, histology, and the integumentary, skeletal, muscular, and nervous systems and special 
senses. Upon completion, students should be able to demonstrate an in-depth understanding of principles of anatomy and 
physiology and their interrelationships. This course has been approved to satisfy the Comprehensive Articulation Agreement for 
transferability as a premajor and/or elective course requirement. 


BIO 169 Anatomy and Physiology II 3 5 0 4 
Prerequisites: BIO 168 
Corequisites: None 


This course provides a continuation of the comprehensive study of the anatomy and physiology of the human body. Topics 
include the endocrine, cardiovascular, lymphatic, respiratory, digestive, urinary, and reproductive systems as well as 
metabolism, nutrition, acid-base balance, and fluid and electrolyte balance. Upon completion, students should be able to 
demonstrate an in-depth understanding of principles of anatomy and physiology and their interrelationships. Thzs course has 
been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


BIO 275 Microbiology 3 3 0 4 
Prerequisites: BIO 110, BIO 111, BIO 163, BIO 165, or BIO 168 
Corequisites: None 


This course covers principles of microbiology and the impact these organisms have on man and the environment. Topics 
include the various groups of microorganisms, their structure, physiology, genetics, microbial pathogenicity, infectious 
diseases, immunology, and selected practical applications. Upon completion, students should be able to demonstrate 
knowledge and skills including microscopy, aseptic technique, staining, culture methods, and identification of 
microorganisms. This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or 
elective course requirement. 


Blueprint Reading 

BPR 111 Blueprint Reading 1 ia 0 2 
Prerequisites: None 

Corequisites: None 


This course introduces the basic principles of blueprint reading. Topics include line types, orthographic projections, 
dimensioning methods, and notes. Upon completion, students should be able to interpret basic blueprints and visualize the 
features of a patt. 
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BPR 130 Print Reading- Construction 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course covers the interpretation of prints and specifications that are associated with design and construction projects. 
Topics include interpretation of documents for foundations, floor plans, elevations, and related topics. Upon completion, 
students should be able to read and interpret construction prints and documents. 


Business 

BUS 110 Introduction to Business 3 0 0 3 
Prerequisites: None 

Corequisites: None 


This course provides a survey of the business world. Topics include the basic principles and practices of contemporary 
business. Upon completion, students should be able to demonstrate an understanding of business concepts as a foundation 
for studying other business subjects. This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability 
as a premajor and/or elective course requirement. 


BUS 115 Business Law I 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the ethics and legal framework of business. Emphasis is placed on contracts, negotiable instruments, 
Uniform Commercial Code, and the working of the court systems. Upon completion, students should be able to apply 
ethical issues and laws covered to selected business decision-making situations. This course has been approved to satisfy the 
Comprehensive Articulation Agreement for transferability as a premajor and/or elective course requirement. 


BUS 116 Business Law II 3 0 0 B 
Prerequisites: BUS)115 
Corequisites: None 


This course continues the study of ethics and business law. Emphasis is placed on bailments, sales, risk-bearing, forms of 
business ownership, and copyrights. Upon completion, students should be able to apply ethical issues and laws covered to 
selected business decision-making situations. 


BUS 121 Business Math Zz 2 0 3 
Prerequisites: None 
Corequisites: None 


This course covers fundamental mathematical operations and their application to business problems. Topics include payroll, 
pricing, interest and discount, commission, taxes, and other pertinent uses of mathematics in the field of business. Upon 
completion, students should be able to apply mathematical concepts to business. 


BUS 135 Principles of Supervision ) 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the basic responsibilities and duties of the supervisor and his/her relationship to higher-level 
supervisors, subordinates, and associates. Emphasis is placed on effective utilization of the work force and understanding the 
role of the supervisor. Upon completion, students should be able to apply supervisory principles in the work place. 


169 


BUS 137 Principles of Management ) 0 0 3 
Prerequisites: None 
Corequisites: None 


This course is designed to be an overview of the major functions of management. Emphasis is placed on planning, 
organizing, controlling, directing, and communicating. Upon completion, students should be able to work as contributing 
members of a team utilizing these functions of management. This course has been approved to satisfy the Comprehensive Articulation 
Agreement for transferability as a premajor and/or elective course requirement. 


BUS 225 Business Finance 2, ze 0 3 
Prerequisites: ACC 120 
Corequisites: None 


This course provides an overview of business financial management. Emphasis is placed on financial statement analysis, time 
value of money, management of cash flow, risk and return, and sources of financing. Upon completion, students should be 
able to interpret and apply the principles of financial management. 


BUS 230 Small Business Management 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the challenges of entrepreneurship including the startup and operation of a small business. Topics 
include market research techniques, feasibility studies, site analysis, financing alternatives, and managerial decision making. 
Upon completion, students should be able to develop a small business plan. 


BUS 260 Business Communication 5 0 0 3 
Prerequisites: ENG 111 
Corequisites: None 


This course is designed to develop skills in writing business communications. Emphasis is placed on business reports, 
correspondence, and professional presentations. Upon completion, students should be able to communicate effectively in 
the work place. 


Carpentry 

CAR 111 Carpentry I 3 15 0 8 
Prerequisites: None 

Corequisites: None 


This course introduces the theory and construction methods associated with the building industry, including framing, 
materials, tools, and equipment. Topics include safety, hand/power tool use, site preparation, measurement and layout, 
footings and foundations, construction framing, and other related topics. Upon completion, students should be able to safely 
lay out and perform basic framing skills with supervision. 


CAR 112 Carpentry II 3 15 0 8 
Prerequisites: CAR 111 
Corequisites: None 


This course covers the advanced theory and construction methods associated with the building industry including framing 
and exterior finishes. Topics include safety, hand/power tool use, measurement and layout, construction framing, exterior 
trim and finish, and other related topics. Upon completion, students should be able to safely frame and apply exterior 
finishes to a residential building with supervision. 
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CAR 114 Residential Building Codes 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course covers building codes and the requirements of state and local construction regulations. Emphasis is placed on 
the minimum requirements of the North Carolina building codes related to residential structures. Upon completion, students 
should be able to determine if a structure is in compliance with North Carolina building codes. 


Chemistry 

CHM 094 Basic Biological Chemistry 3 2 0 4 
Prerequisites: DMA 010, DMA 020 and DMA 030; or MAT 121 or MAT 171 

Corequisites: DMA 040 and DMA 050 


This course introduces the chemistry important to biological processes. Emphasis is placed on the aspects of general, 
organic, and biological chemistry that apply to biological systems and processes. Upon completion, students should be able 
to demonstrate an understanding of the basic biological chemistry necessary for success in college-level biology courses. 


CHM 131 Introduction to Chemistry 5 0 0 3 
Prerequisites: DRE-098; DMA 040 and DMA 050 
Corequisites: None 


This course introduces the fundamental concepts of inorganic chemistry. Topics include measurement, matter and energy, 
atomic and molecular structure, nuclear chemistry, stoichiometry, chemical formulas and reactions, chemical bonding, gas 
laws, solutions, and acids and bases. Upon completion, students should be able to demonstrate a basic understanding of 
chemistry as it applies to other fields. This course has been approved to satisfy the Comprehensive Articulation Algreement general education 
core requirement in natural sciences. 


CHM 131A Introduction to Chemistry Lab 0 g) 0 1 
Prerequisites: None 
Corequisites: CHM 131 


This course is a laboratory to accompany CHM 131. Emphasis is placed on laboratory experiences that enhance materials 
presented in CHM 131. Upon completion, students should be able to utilize basic laboratory procedures and apply them to 
chemical principles presented in CHM 131. This course has been approved to satisfy the Comprehensive Articulation Agreement general 
education core requirement in natural sciences. 


CHM 132 Organic and Biochemistry 3 3 0 4 
Prerequisites: CHM 131 and CHM 131A or CHM 151 
Corequisites: None 


This course provides a survey of major functional classes of compounds in organic and biochemistry. Topics include 
structure, properties, and reactions of the major organic and biological molecules and basic principles of metabolism. Upon 
completion, students should be able to demonstrate an understanding of fundamental chemical concepts needed to pursue 
studies in related professional fields. This course has been approved to satisfy the Comprehensive Articulation Agreement general education 
core requirement in natural sciences. 


CHM 151 General Chemistry I 3 3 0 4 
Prerequisites: DRE-098 and DMA 040 and DMA 050 
Corequisites: None 


This course covers fundamental principles and laws of chemistry. Topics include measurement, atomic and molecular 
structure, periodicity, chemical reactions, chemical bonding, stoichiometry, thermochemistry, gas laws, and solutions. Upon 
completion, students should be able to demonstrate an understanding of fundamental chemical laws and concepts as needed 
in CHM 152. This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in natural 
sciences. This is a Universal General Education Transfer Component (UGETC) course for Associate in Arts and 
Associate in Science. 
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CHM 152 General Chemistry II 3 3 0 4 
Prerequisites: GrINIS | 
Corequisites: None 


This course provides a continuation of the study of the fundamental principles and laws of chemistry. Topics include kinetics, 
equilibrium, ionic and redox equations, acid-base theory, electrochemistry, thermodynamics, introduction to nuclear and 
organic chemistry, and complex ions. Upon completion, students should be able to demonstrate an understanding of 
chemical concepts as needed to pursue further study in chemistry and related professional fields. This course has been approved to 
satisfy the Comprehensive Articulation Agreement general education core requirement in natural sciences. This is a Universal General 
Education Transfer Component (UGETO©) course for Associate in Science. 


Information Systems 


CIS 110 Introduction to Computers Z Zs 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces computer concepts, including fundamental functions and operations of the computer. Topics include 
identification of hardware components, basic computer operations, security issues, and use of software applications. Upon 
completion, students should be able to demonstrate an understanding of the role and function of computers and use the 
computer to solve problems. This course has been approved to satisfy the Comprehensive Articulation Agreement general education core 
requirement in mathematics (Quantitative Option). 


CIS 111 Basic PC Literacy 1 Ms 0 Zi 
Prerequisites: None ; 
Corequisites: None 


This course provides an overview of computer concepts. Emphasis is placed on the use of personal computers and software 
applications for personal and fundamental workplace use. Upon completion, students should be able to demonstrate basic 
personal computer skills. 


CIS 115 Introduction to Programming & Logic 2 4) 0 3 
Prerequisites: DMA 010, DMA 020, DMA 030, DMA 040, and DMA 050; or MAT 121 

ot MAT 171 and CIS 110 
Corequisites: None 


This course introduces computer programming and problem solving in a structured program logic environment. Topics 
include language syntax, data types, program organization, problem-solving methods, algorithm design, and logic control 
structures. Upon completion, students should be able to manage files with operating system commands, use top-down 
algorithm design, and implement algorithmic solutions in a programming language. This course has been approved to satisfy the 
Comprehensive Articulation Agreement general education core requirement in mathematics (Quantitative Option). 


CIS 124 DTP Graphics Software Z 4, 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces graphic design software using a variety of software packages. Emphasis is placed on efficient 
utilization of software capabilities. Upon completion, students should be able to incorporate appropriate graphic designs into 
desktop publishing publications. 


CIS 160 MM Resoutces Integration Zi 2 0 3 
Prerequisites: CIS‘T10or' CIS. 111 
Corequisites: None 


This course introduces the peripherals and attendant software needed to create stand-alone or networked interactive 
multimedia applications. Emphasis is placed on using audio, video, graphic, and network resources; using peripheral-specific 
software; and understanding file formats. Upon completion, students should be able to utilize multimedia peripherals to 
create various sound and visual files to create a multimedia application. 
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Criminal Justice 


CJC 111 Introduction to Criminal Justice g 0 0 03 
Prerequisites: None 
Corequisites: None 


This course introduces the components and processes of the criminal justice system. Topics include history, structure, 
functions, and philosophy of the criminal justice system and their relationship to life in our society. Upon completion, 
students should be able to define and describe the major system components and their interrelationships and evaluate career 
options. This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective 
course requirement. 


CJC 112 Criminology 3 0 0 5) 
Prerequisites: None 
Corequisites: None 


This course introduces deviant behavior as it relates to criminal activity. Topics include theories of crime causation; statistical 
analysis of criminal behavior; past, present, and future social control initiatives; and other related topics. Upon completion, 
students should be able to explain and discuss various theories of crime causation and societal response. 


CJC 113 Juvenile Justice 3 0 0 & 
Prerequisites: None 
Corequisites: None 


This course covers the juvenile justice system and related juvenile issues. Topics include an overview of the juvenile justice 
system, treatment and prevention programs, special areas and laws unique to juveniles, and other related topics. Upon 
completion, students should be able to identify/discuss juvenile court structure/procedures, function and jurisdiction of 
juvenile agencies, processing/detention of juveniles, and case disposition. 


CJC 121 Law Enforcement Operations =| 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces fundamental law enforcement operations. Topics include the contemporary evolution of law 
enforcement operations and related issues. Upon completion, students should be able to explain theories, practices, and 
issues related to law enforcement operations. This course has been approved to satisfy the Comprehensive Articulation Agreement for 
transferability as a premajor and/or elective course requirement. 


CJC 122 Community Policing 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course covers the historical, philosophical, and practical dimensions of community policing. Emphasis is placed on the 
empowerment of police and the community to find solutions to problems by forming partnerships. Upon completion, 
students should be able to define community policing, describe how community policing strategies solve problems, and 
compare community policing to traditional policing. 


CJC 131 Criminal Law 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course covers the history/evolution/principles and contemporary applications of criminal law. Topics include sources 
of substantive law, classification of crimes, parties to crime, elements of crimes, matters of criminal responsibility, and other 
related topics. Upon completion, students should be able to discuss the sources of law and identify, interpret, and apply the 


appropriate statutes /elements. 
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CJC 132 Court Procedure & Evidence 3 0 0 6 
Prerequisites: None 
Corequisites: None 


This course covers judicial structure/process/procedure from incident to disposition, kinds and degrees of evidence, and the 
rules governing admissibility of evidence in court. Topics include consideration of state and federal courts, arrest, search and 
seizure laws, exclusionary and statutory rules of evidence, and other related issues. Upon completion, students should be able 
to identify and discuss procedures necessary to establish a lawful arrest/search, proper judicial procedures, and the 
admissibility of evidence. 


CJC 141 Corrections 6) 0 0 3 
Prerequisites: None 
Corequisites: None 


This course covers the history, major philosophies, components, and current practices and problems of the field of 
corrections. Topics include historical evolution, functions of the various components, alternatives to incarceration, treatment 
programs, inmate control, and other related topics. Upon completion, students should be able to explain the various 
components, processes, and functions of the correctional system. This course has been approved to satisfy the Comprehensive 
Articulation Agreement for transferability as a premajor and/ or elective course requirement. 


CJC 151 Introduction to Loss Prevention 4) 0 0 3) 
Prerequisites: None 
Corequisites: None 


This course introduces the concepts and methods related to commercial and private security systems. Topics include the 
historical, philosophical, and legal basis of security, with emphasis on security surveys, risk analysis, and associated functions. 
Upon completion, students should be able to demonstrate and understand security systems, risk management, and the laws 
relative to loss prevention. 


CJC 160 Terrorism: Underlying Issues 3) 0 0 3 
Prerequisites: None 
Corequisites: None 


This course identifies the fundamental reasons why America is a target for terrorists, covering various domestic/international 
terrorist groups and ideologies from a historical aspect. Emphasis is placed upon recognition of terrorist crime scene; 
weapons of mass destruction; chemical, biological, and nuclear terrorism; and planning consideration involving threat 
assessments. Upon completion, the student should be able to identify and discuss the methods used in terrorists’ activities 
and complete a threat assessment for terrorists’ incidents. 


CJC 170 Critical Incident Management for Public Safety 5 0 0 3 
Prerequisites: None 
Corequisites: None 


This course prepares the student to specialize in the direct response, operations, and management of critical incidents. 
Emphasis is placed upon the theoretical and applied models to understand and manage disasters, terrorism, and school/work 
place violence. Upon completion, the student should be able to identify and discuss managerial techniques, legal issues, and 
response procedures te critical incidents. 


CjJG 212 Ethics & Community Relations S 0 0 3 
Prerequisites: DRE-098 
Corequisites: None 


This course covers ethical considerations and accepted standards applicable to criminal justice organizations and 
professionals. Topics include ethical systems; social change, values, and norms; cultural diversity; citizen involvement in 
criminal justice issues; and other related topics. Upon completion, students should be able to apply ethical considerations to 
the decision-making process in identifiable criminal justice situations. 
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E)G221 Investigative Principles 3 2 0 4 
Prerequisites: DRE-098 
Corequisites: None 


This course introduces the theories and fundamentals of the investigative process. Topics include crime scene/incident 
processing, information gathering techniques, collection/ preservation of evidence, preparation of appropriate reports, court 
presentations, and other related topics. Upon completion, students should be able to identify, explain, and demonstrate the 
techniques of the investigative process, report pteparation, and courtroom presentation. 


CjJc 231 Constitutional Law 3 0 0 3 
Prerequisites: DRE-098 
Corequisites: None 


The course covers the impact of the Constitution of the United States and its amendments on the criminal justice system. 
Topics include the structure of the Constitution and its amendments, court decisions pertinent to contemporary criminal 
justice issues, and other related topics. Upon completion, students should be able to identify/discuss the basic structure of 
the United States Constitution and the rights /procedures as interpreted by the courts. 


CJC 232 Civil Liability 3 0 0 3 
Prerequisites: DRE-098 
Corequisites: None 


This course covers liability issues for the criminal justice professional. Topics include civil rights violations, tort liability, 
employment issues, and other related topics. Upon completion, students should be able to explain civil trial procedures and 
discuss contemporary liability issues. 


Communication 

COM 231 Public Speaking 3 0 0 3 
Prerequisites: None 

Corequisites: None 


This course provides instruction and experience in preparation and delivery of speeches within a public setting and group 
discussion. Emphasis is placed on research, preparation, delivery, and evaluation of informative, persuasive, and special 
occasion public speaking. Upon completion, students should be able to prepare and deliver well-organized speeches and 
participate in group discussion with appropriate audiovisual support. This course has been approved to satisfy the Comprehensive 
Articulation Agreement general education core requirement in humanities/ fine arts (substitute). This is a Universal General Education 
Transfer Component (UGETC) course for Associate in Arts and Associate in Science. 


Cosmetology 

COS 111 Cosmetology Concepts I 4 0 0 4 
Prerequisites: None 

Corequisites: C@Sai2 


This course introduces basic cosmetology concepts. Topics include safety, first aid, sanitation, bacteriology, anatomy, . 
diseases and disorders, hygiene, product knowledge, chemistry, ethics, manicures, and other related topics. Upon completion, 
students should be able to safely and competently apply cosmetology concepts in the salon setting. 


COS 112 Salon I 0 24 0 8 
Prerequisites: None 
Corequisites: GOSmi1 


This course introduces basic salon services. Topics include scalp treatments, shampooing, rinsing, hair color, design, 
haircutting, permanent waving, pressing, relaxing, wigs, and other related topics. Upon completion, students should be able 
to safely and competently demonstrate salon services. 
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COS 113 Cosmetology Concepts II 4 0 0 4 
Prerequisites: COS Tt 
Corequisites: COS 114 


This course covers more comprehensive cosmetology concepts. Topics include safety, product knowledge, chemistry, 
manicuring, chemical restructuring, and hair coloring. Upon completion, students should be able to safely and competently 
apply these cosmetology concepts in the salon setting. 


COS 114 Salon II 0 24 0 8 
Prerequisites: COSsiiZ 
Corequisites: COS 13 


This course provides experience in a simulated salon setting. Topics include basic skin care, manicuring, nail application, 
scalp treatments, shampooing, rinsing, hair color, design, haircutting, chemical restructuring, pressing, wigs, and other related 
topics. Upon completion, students should be able to safely and competently demonstrate these salon services. 


COS 115 Cosmetology Concepts HI 4 0 0 4 
Prerequisites: COS 111 and DMA 010, DMA 020, and DMA 030 
Corequisites: COS 116 


This course covers more comprehensive cosmetology concepts. Topics include safety, product knowledge, salon 
management, salesmanship, skin care, electricity/light therapy, wigs, thermal hair styling, lash and brow tinting, superfluous 
hair temoval, and other related topics. Upon completion, students should be able to safely and competently apply these 
cosmetology concepts in the salon setting. 


COS 116 Salon III 0 2 0 4 
Prerequisites: COS 112 and DMA 010, DMA 020, and DMA 030 
Corequisites: COs 11s 


This course provides comprehensive experience in a simulated salon setting. Emphasis is placed on intermediate-level of skin 
care, manicuring, scalp treatments, shampooing, hair color, design, haircutting, chemical restructuring, pressing, and other 
related topics. Upon completion, students should be able to safely and competently demonstrate these salon services. 


COS 117 Cosmetology Concepts IV 2 0 0 2 
Prerequisites: COS 111 and DMA 010, DMA 020, and DMA 030 
Corequisites: COS 118 


This course covers advanced cosmetology concepts. Topics include chemistry and hair structure, advanced cutting and 
design, and an overview of all cosmetology concepts in preparation for the licensing examination. Upon completion, 
students should be able to demonstrate an understanding of these cosmetology concepts and meet program completion 
requirements. 


COS 118 Salon IV 0 21 0 7 
Prerequisites: COS 112 and DMA 010, DMA 020, and DMA 030 
Corequisites: COS 147. 


This course provides advanced experience in a simulated salon setting. Emphasis is placed on efficient and competent 
delivery of all salon services in preparation for the licensing examination and employment. Upon completion, students 
should be able to demonstrate competence in program requirements and the areas covered on the Cosmetology Licensing 
Examination and meet entry-level employment requirements. 
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COS 121 Manicure/Nail Technology I 4 6 0 6 
Prerequisites: None 
Corequisites: None 


This course covers techniques of nail technology, hand and arm massage, and recognition of nail diseases and disorders. 
Topics include OSHA/safety, sanitation, bacteriology, product knowledge, salesmanship, manicures, artificial applications, 
pedicures, massage, and other related topics. Upon completion, students should be able to safely and competently perform 
nail care, including manicures, pedicures, massage, decorating, and artificial applications in a salon setting. 


COS 222 Manicure/Nail Technology IT 4 6 0 6 
Prerequisites: COS 121 
Corequisites: None 


This course covers advanced techniques of nail technology and hand and arm massage. Topics include OSHA/safety, 
product knowledge, customer service, salesmanship, artificial applications, nail art, and other related topics. Upon 
completion, students should be able to demonstrate competence necessary for the licensing examination, including advanced 
nail care, artificial enhancements, and decorations. 


Construction 

GSi4131 OSHA/Safety/Certification Z 2 0 3 
Prerequisites: None 

Corequisites: None 


This course covers the concepts of work site safety. Topics include OSHA regulations, tool safety, and certifications which 
relate to the construction industry. Upon completion, students should be able to identify and maintain a safe working 
environment based on OSHA regulations and maintain proper records and certifications. 


CST 211 Construction Surveying 2 3 0 3 
Prerequisites: MAT 121 or MAT 171 
Corequisites: None 


This course covers field-surveying applications for residential and commercial construction. Topics include building layout 
and leveling, linear measurement and turning angles, plumbing vertical members, and topographic and utilities surveys. Upon 
completion, students should be able to properly and accurately use surveying equipment to lay out residential and commercial 
buildings. 


CST 221 Statics /Structures 3 3 0 4 
Prerequisites: MAT 121 or MAT 171 and ARC 112 or CAR 112 or CST 112 
Corequisites: None 


This course covers the principles of statics and strength of materials as applied to structural building components. Topics 
include forces on columns, beams, girders, and footings and connection points when timber, steel, and concrete members are 
used. Upon completion, students should be able to accurately analyze load conditions present in structural members. 


CST 241 Planning/Estimating I 2 2 0 3 
Prerequisites: BPR 130 or MAT 121 or MAT 171 
Corequisites: None 


This course covers the procedures involved in planning and estimating a residential structure. Topics include labor and 
equipment with emphasis placed on quantity take-off of materials necessary to construct a residential structure. Upon 
completion, students should be able to accurately complete a take-off of materials and equipment needs and plan the labor to 
construct a residential structure. 
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Computer Information Technology 


CTS 118 IS Professional Communication 2 0 0 2 
Prerequisites: None 
Corequisites: None 


This course prepares the information systems professional to communicate with corporate personnel from management to 
end-users. Topics include information systems cost justification tools, awareness of personal hierarchy of needs, addressing 
these needs, and discussing technical issues with non-technical personnel. Upon completion, students should be able to 
communicate information systems issues to technical and non-technical personnel. 


CTS 120 Hardware/Software Support 2 4 0 3 
Prerequisites: None 
Corequisites: None 


This course covers the basic hardware of a personal computer, including installation, operations and interactions with 
software. Topics include component identification, memory-system, peripheral installation and configuration, preventive 
maintenance, hardware diagnostics /repair, installation and optimization of system software, commercial programs, system 
configuration, and device-drivers. Upon completion, students should be able to select appropriate computer equipment and 
software, upgrade/maintain existing equipment and software, and troubleshoot/repair non-functioning personal computers. 


CTS 130 Spreadsheet Ds iz 0 3 
Prerequisites: CISA OonGlSu tl lonOS let 37 
Corequisites: None 


This course introduces basic spreadsheet design and development. Topics include writing formulas, using functions, 
enhancing spreadsheets, creating charts, and printing. Upon completion, students should be able to design and print basic 
spreadsheets and charts. 


CTS 210 Computer Ethics 3) 0 0 3 
Prerequisites: CIS 110 or CIS 111 or NET 110 or NET 111 
Corequisites: None 


This course introduces the student to current legal and ethical issues in the computer/engineering field. Topics include moral 
reasoning, ethical standards, intellectual property, social issues, encryption, software piracy, constitutional issues, and public 
policy in related matters. Upon completion, students should be able to demonstrate an understanding of the moral and social 
responsibilities and public policy issues facing an industry. 


CTS 250 User Support & Software Evaluation 2 Ds 0 3 
Prerequisites: CTS 120 and NOS 130 
Corequisites: None 


This course provides an opportunity to evaluate software and hardware and make recommendations to meet end-user needs. 
Emphasis is placed on software and hardware evaluation, installation, training, and support. Upon completion, students 
should be able to present proposals and make hardware and software recommendations based on their evaluations. 


CTS 285 Systems Analysis & Design 3 0 0 3 
Prerequisites: GSE 
Corequisites: None 


This course introduces established and evolving methodologies for the analysis, design, and development of an information 
system. Emphasis is placed on system characteristics, managing projects, prototyping, CASE/OOM tools, and systems 
development life cycle phases. Upon completion, students should be able to analyze a problem and design an appropriate 
solution using a combination of tools and techniques. 
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CTS 289 System Support Project I 4 0 3 
Prerequisites: CTS 285 
Corequisites: None 


This course provides an opportunity to complete a significant support project with minimal instructor assistance. Emphasis 
is placed on written and oral communication skills, project definition, documentation, installation, testing, presentation, and 
user training. Upon completion, students should be able to complete a project from the definition phase through 
implementation. 


Database Management Technology 


DBA 110 Database Concepts Me 3 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces database design and creation using a DBMS product. Emphasis is placed on data dictionaries, 
normalization, data integrity, data modeling, and creation of simple tables, queries, reports, and forms. Upon completion, 
students should be able to design and implement normalized database structures by creating simple database tables, queries, 
reports, and forms. 


Digital Media Technology 

DME 110 Intro to Digital Media 2 2 0 S 
Prerequisites: None 

Corequisites: None 


This course introduces students to key concepts, technologies, and issues related to digital media. Topics include emerging 
standards, key technologies and related design issues, terminology, media formats, careet paths, and ethical issues. Upon 
completion, students should be able to demonstrate the various media formats that are used in digital media technology. 


DME 130 Digital Animation I 2 2 0 3 
Prerequisites: DME 110 
Corequisites: None 


This course introduces concepts for planning and developing animation sequences. Emphasis will be placed on review of 
digital animation concepts and exploration of various animation software packages. Upon completion, students should be 
able to produce simple animations. 


DEVELOPMENTAL MATHEMATICS 


DMA-010 Operations with Integers ue 50 0 1 
Prerequisites: None 
Corequisites: None 


This course provides a conceptual study of integers and integer operations. Topics include integers, absolute value, 
exponents, square roots, perimeter and area of basic geometric figures, Pythagorean theorem, and use of the correct order of 
operations. Upon completion, students should be able to demonstrate an understanding of pertinent concepts and principles 
and apply this knowledge in the evaluation of expressions. 


DMA-020 Fractions and Decimals 75 50 0 1 
Prerequisites: Take DMA-010 
Corequisites: None 


This course provides a conceptual study of the relationship between fractions and decimals and covers related problems. 
Topics include application of operations and solving contextual application problems, including determining the 
circumference and area of circles with the concept of pi. Upon completion, students should be able to demonstrate an 
understanding of the connections between fractions and decimals. 
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DMA-030 Proportion/Ratio/Rate/Percent re 50 0 if 
Prerequisites: Take All: DMA-010 and DMA-020 
Corequisites: None 


This course provides a conceptual study of the problems that are represented by rates, ratios, percent, and proportions. 
Topics include rates, ratios, percent, proportion, conversion of English and metric units, and applications of the geometry of 
similar triangles. Upon completion, students should be able to use their understanding to solve conceptual application 
problems. 


DMA-040 Express/Linear Equality /Inequality £15 50 0 1 
Prerequisites: Take One Set: 

Set 1: DMA-010, DMA-020 and DMA-030 

Set 2: MAT-060 
Corequisites: | None 


This course provides a conceptual study of problems involving linear expressions, equations, and inequalities. Emphasis is 
placed on solving contextual application problems. Upon completion, students should be able to distinguish between 
simplifying expressions and solving equations and apply this knowledge to problems involving linear expressions, equations, 
and inequalities. 


DMA-050 Graphs/Equations of Lines HD 50 0 1 
Prerequisites: Take One Set: 

Set 1: DMA-010, DMA-020, DMA-030 and DMA-040 

Set 2: DMA-040 and MAT-060 
Corequisites: | None 


This course provides a conceptual study of problems involving graphic and algebraic representations of lines. Topics include 
slope, equations of lines, interpretation of basic graphs, and linear modeling. Upon completion, students should be able to 
solve contextual application problems and represent real-world situations as linear equations in two variables. 


DMA-060 Polynomial/ Quadratic Appl 75 50 0 i 
Prerequisites: Take One Set: 

Set 1: DMA-010, DMA-020, DMA-030, DMA-040 and DMA-050 

Set 2: DMA-040, DMA-050, and MAT-060 

Set 3: MAT-060 and MAT-070 
Corequisites: | None 


This course provides a conceptual study of problems involving graphic and algebraic representations of quadratics. Topics 
include basic polynomial operations, factoring polynomials, and solving polynomial equations by means of factoring. Upon 
completion, students should be able to find algebraic solutions to contextual problems with quadratic applications. 


DMA-070 Rational Express/Equation Ms 50 0 1 
Prerequisites: Take One Set: 

Set 1: DMA-010, DMA-020, DMA-030, DMA-040, DMA-050 and 

DMA-060 

Set 2: DMA-040, DMA-050, DMA-060, and MAT-060 

Set 3: DMA-060, MAT-060, and MAT-070 

Set 4: DMA-010, DMA-020, DMA-030, DMA-060, AND MAT-070 
Corequisites: | None 


This course provides a conceptual study of problems involving graphic and algebraic representations of rational equations. 
Topics include simplifying and performing operations with rational expressions and equations, understanding the domain, 
and determining the reasonableness of an answer. Upon completion, students should be able to find algebraic solutions to 
contextual problems with rational applications. 
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DMA-080 Radical Express /Equations 1D 50 0 1 
Prerequisites: | Take One Set: 

Set 1: DMA-010, DMA-020, DMA-030, DMA-040, DMA-050, DMA-060 

and DMA-070 

Set 2: DMA-060, DMA-070, MAT-060, and MAT-070 

Set 3: DMA-040, DMA-050, DMA-060, DMA-070, and MAT-060 

Set 4: DMA-010, DMA-020, DMA-030, DMA-060, DMA-070, and 

MAT-070 


Corequisites: None 


This course provides a conceptual study of the manipulation of radicals and the application of radical equations to real-world 
problems. Topics include simplifying and performing operations with radical expressions and rational exponents, solving 
equations, and determining the reasonableness of an answet. Upon completion, students should be able to find algebraic 
solutions to contextual problems with radical applications. 


DEVELOPMENTAL READING/ENGLISH 


DRE-096 Integrated Reading and Writing 26 1 0 5) 
Prerequisites: None 
Corequisites: None 


This course is designed to develop proficiency in specific integrated and contextualized reading and writing skills and 
strategies. Topics include reading and writing processes, critical thinking strategies, and recognition and composition of well- 
developed, coherent, and unified texts; these topics are primarily taught at the introductory level using texts primarily in a 
Lexile® range of 960 to 1115. Upon completion, students should be able to apply those skills toward understanding a variety 
of academic and career-related texts and composing effective paragraphs. 


DRE-097 Integrated Reading and Writing II 235 1 0 3 
Prerequisites: DRE-096 
Corequisites: None 


This course is designed to develop proficiency in integrated and contextualized reading and writing skills and strategies. 
Topics include reading and writing processes, critical thinking strategies, and recognition and composition of well-developed, 
coherent, and unified texts; except where noted, these topics are taught at a reinforcement level using texts primarily in a 
Lexile® range of 1070 to 1220. Upon completion, students should be able to demonstrate and apply those skills toward 
understanding a variety of complex academic and career texts and composing essays incorporating relevant, valid evidence. 


DRE-098 Integrated Reading and Writing II 2.5 1 0 S 
Prerequisites: DRE-097 
Corequisites: None 


This course is designed to develop proficiency in integrated and contextualized reading and writing skills and strategies. 
Topics include reading and writing processes, critical thinking strategies, and recognition and composition of well-developed, 
coherent, and unified texts; these topics are taught using texts primarily in the Lexile® range of 1185 to 1385. Upon 
completion, students should be able to apply those skills toward understanding a variety of texts at the career and college 
ready level and toward composing a documented essay. 


Drama/ Theatre 

DRA 111 Theatre Appreciation 3 0 0 3 
Prerequisites: None 

Corequisites: None 


This course provides a study of the art, craft, and business of the theatre. Emphasis is placed on the audience's appreciation 
of the work of the playwright, director, actor, designer, producer, and critic. Upon completion, students should be able to 
demonstrate a vocabulary of theatre terms and to recognize the contributions of various theatre artists. This course has been 
approved to satisfy the Comprehensive Articulation Agreement general education core requirement in humanities/ fine arts. 
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DRA 115 Theatre Criticism 3 0 0 3 
Prerequisites: DRA 111 
Corequisites: None 


This course is designed to develop a critical appreciation of the theatre from the viewpoint of the audience /consumer. 
Emphasis is placed on viewing, discussing, and evaluating selected theatre performance, either live or on film/video. Upon 
completion, students should be able to express their critical judgments both orally and in writing. This course has been approved 
to satisfy the Comprehensive Articulation Agreement general education core requirement in humanities/ fine arts. 


DRA 126 Storytelling 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the art of storytelling and the oral traditions of folk literature. Topics include the history of 
storytelling, its value and purpose, techniques of the storyteller, and methods of collecting verbal art. Upon completion, 
students should be able to present and discuss critically stories from the world's repertory of traditional lore. This course has 
been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in humanities/ fine arts. 


Economics 

ECO 151 Survey of Economics 3 0 0 3 
Prerequisites: None 

Corequisites: None 


This course, for those who have not received credit for ECO 251 or 252, introduces basic concepts of micro- and 
macroeconomics. Topics include supply and demand, optimizing economic behavior, prices and wages, money, interest rates, 
banking system, unemployment, inflation, taxes, government spending, and international trade. Upon completion, students 
should be able to explain alternative solutions for economic problems faced by private and government sectors. This course 
has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in social/ behavioral sciences. 


ECO 251 Principles of Microeconomics 3 0 0 p 
Prerequisites: DRE-098 and DMA-040 and DMA-050 
Corequisites: None 


This course introduces economic analysis of individual, business, and industry choices in the market economy. Topics 
include the price mechanism, supply and demand, optimizing economic behavior, costs and revenue, market structures, 
factor markets, income distribution, market failure, and government intervention. Upon completion, students should be able 
to identify and evaluate consumer and business alternatives in order to efficiently achieve economic objectives. This course has 
been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in social/ behavioral sciences. This is a 
Universal General Education Transfer Component (UGETC) course for Associate in Arts and Associate in Science. 


ECO 252 Principles of Macroeconomics 3 0 0 6 
Prerequisites: DRE-098 and DMA-040 and DMA-050 
Corequisites: None 


This course introduces economic analysis of aggregate employment, income, and prices. Topics include major schools of 
economic thought; aggregate supply and demand; economic measures, fluctuations, and growth; money and banking; 
stabilization techniques; and international trade. Upon completion, students should be able to evaluate national economic 
components, conditions, and alternatives for achieving socioeconomic goals. This course has been approved to satisfy the 
Comprehensive Articulation Agreement general education core requirement in social/ behavioral sciences. This is a Universal General 
Education Transfer Component (UGETC) course for Associate in Arts and Associate in Science. 
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Education 


EDU 119 Introduction to Early Childhood Education 4 0 0 + 
Prerequisites: None 
Corequisites: None 


This course covers the foundations of the education profession, the diverse educational settings for young children, 
professionalism and planning developmentally appropriate programs for all children. Topics include historical foundations, 
program types, career options, professionalism and creating inclusive environments and curriculum responsive to the needs 
of all children and families. Upon completion, students should be able to design career plans and develop schedules, 
environments and activity plans appropriate for all children. 


EDU 131 Child, Family, & Community & 0 0 5) 
Prerequisites: None 
Corequisites: DRE-097 


This course covers the development of partnerships between culturally and linguistically diverse families, children, schools 
and communities. Emphasis is placed on developing skills and identifying benefits for establishing, supporting, and 
maintaining respectful, collaborative relationships between diverse families, programs/schools, and community 

agencies /resources. Upon completion, students should be able to explain appropriate relationships between families, 
educators, and professionals that enhance development and educational experiences of all children. 


EDU 144 Child Development I 4) 0 0 3 
Prerequisites: None 
Corequisites: DRE-097 


This course includes the theories of child development, needs, milestones, and factors that influence development, from 
conception through approximately 36 months. Emphasis is placed on developmental sequences in physical/motor, 
emotional/social, cognitive, and language domains and the impact of multiple influences on development and learning. Upon 
completion, students should be able to compare/contrast typical/atypical developmental characteristics, explain 
environmental factors that impact development, and identify strategies for enhancing development. 


EDU 145 Child Development II 3 0 0 5 
Prerequisites: None 
Corequisites: DRE-097 


This course includes the theories of child development, needs, milestones, and factors that influence development, from 
preschool through middle childhood. Emphasis is placed on developmental sequences in physical/motor, emotional/social, 
cognitive, and language domains and the impact of multiple influences on development and learning. Upon completion, 
students should be able to compare/contrast typical/atypical developmental characteristics, explain environmental factors 
that impact development, and identify strategies for enhancing development. This course has been approved for transfer under the 
CAA as a premajor and/or elective course requirement. 


EDU 146 Child Guidance 3 0 0 3 
Prerequisites: None 
Corequisites: DRE-097 


This course introduces principles and practical techniques including the design of learning environments for providing 
developmentally appropriate guidance for all children, including those at risk. Emphasis is placed on observation skills, 
cultural influences, underlying causes of behavior, appropriate expectations, development of self control and the role of 
communication and guidance. Upon completion, students should be able to demonstrate direct/indirect strategies for 
preventing problem behaviors, teaching appropriate/acceptable behavicrs, negotiation, setting limits and recognizing at risk 
behaviors. This course has been approved for transfer under the CAA as a premajor and/or elective course requirement. 
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EDU 151 Creative Activities 3 0 0 3 
Prerequisites: None 
Corequisites: DRE-097 


This course covers planning, creation and adaptation of developmentally supportive learning environments with attention to 
curriculum, interactions, teaching practices and learning materials. Emphasis is placed on creating and adapting integrated, 
meaningful, challenging and engaging developmentally supportive learning experiences in art, music, movement and 
dramatics for all children. Upon completion, students should be able to create, adapt, implement and evaluate 
developmentally supportive learning materials, experiences and environments. 


EDU 153 Health, Safety, & Nutrition 3 0 0 3 
Prerequisites: None 
Corequisites: DRE-097 


This course covers promoting and maintaining the health and well-being of all children. Topics include health and nutritional 
guidelines, common childhood illnesses, maintaining safe and healthy learning environments, recognition and reporting of 
abuse and neglect and state regulations. Upon completion, students should be able to demonstrate knowledge of health, 
safety, and nutritional needs, safe learning environments, and adhere to state regulations. 


EDU 154 Social/Emotion/ Behavior Development 3 0 0 3 
Prerequisites: Take one set: EDU 144 and EDU 145 or PSY 244 and PSY 245 
Corequisites: DRE-097 


This course covers the emotional/social development of children and the causes, expressions, prevention and management of 
challenging behaviors in all children. Emphasis is placed on caregiver / family /child relationships, positive emotional/social 
environments, developmental concerns, risk factors, and intervention strategies. Upon completion, students should be able to 
identify factors influencing emotional/social development, utilizing screening measures, and designing positive behavioral 
supports. 


EDU 162 Observ and Assessment in Early Childhood Educ 3 0 0 3 
Prerequisites: None 
Corequisites: DRE-097 


This course introduces the research, benefits, goals, and ethical considerations associated with observation and assessment in 
Early Childhood environments. Emphasis is placed on the implementation of multiple observation/assessment strategies 
including anecdotal records, event samples, rating scales, and portfolios to create appropriate learning experiences. Upon 
completion, students should be able to practice responsible assessment and use assessments to enhance programming and 
collaboration for children and families. 


EDU 163 Classroom Management and Instruction ; 3 0 0 3 
Prerequisites: None 
Corequisites: DRE-097 


This course covers management and instructional techniques with school-age populations. Topics include classroom 
management and organization, teaching strategies, individual student differences and learning styles, and developmentally 
appropriate classroom guidance techniques. Upon completion, students should be able to utilize developmentally appropriate 
behavior management and instructional strategies that enhance the teaching/learning process and promote students’ 
academic success. 
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EDU 216 Foundations of Education 4 0 0 4 
Prerequisites: None 
Corequisites: DRE-098 


This course introduces the American educational system and the teaching profession. Topics include historical and 
philosophical foundations of education, contemporary educational, structural, legal, and financial issues, and experiences in 
public school classrooms. Upon completion, students should be able to relate classroom observations to the roles of teachers 
and schools and the process of teacher education. . This course has been approved for transfer under the CAA as a premajor and/or 
elective course requirement at select institutions. This course has been approved for transfer under the ICAA as a premajor and/or elective course 
requirement at select institutions. 


EDU 221 Children with Exceptionalities 3 0 0 3 
Prerequisites: EDU 144 and EDU 145 or PSY 244 and PSY 245 
Corequisites: DRE-098 


This course introduces children with exceptionalities, their families, support services, inclusive/diverse settings, and 
educational/ family plans based on the foundations of child development. Emphasis is placed on the characteristics of 
exceptionalities, observation and assessment of children, strategies for adapting the learning environment, and identification 
of community resources. Upon completion, students should be able to recognize diverse abilities, describe the referral 
process, and depict collaboration with families/professionals to plan/implement, and promote best practice. Thes course has 
been approved for transfer under the CAA as a premajor and/or elective course requirement at select institutions. This course has been approved 
Jor transfer under the ICAA as a premajor and/or elective course requirement at select institutions. 


EDU 222 Learners with Behavior Disorders 3 0 0 3 
Prerequisites: Take EDU 144 and EDU 145 or PSY 244 and PSY 245 
Corequisites: DRE-098 


This course provides a comprehensive study of learners with behavioral disorders encompassing characteristics, assessments, 
placement alternatives, inclusion and family interventions. Topics include legislation, appropriate management interventions, 
and placement options for children with behavior disorders. Upon completion, students should be able to identify, develop, 
and utilize positive behavior support systems. 


EDU 234 Infants, Toddlers, & Twos 3 0 0 3) 
Prerequisites: Take EDU 119 
Corequisites: DRE-098 


This course covers the unique needs and rapid changes that occur in the first three years of life and the inter-related factors 
that influence development. Emphasis is placed on recognizing and supporting developmental milestones through purposeful 
strategies, responsive care routines and identifying elements of quality, inclusive early care and education. Upon completion, 
students should be able to demonstrate respectful relationships that provide a foundation for healthy infant/toddler/twos 
development, plan/select activities /materials, and partner with diverse families. 


EDU 235 School-Age Development & Programs 3 0 0 2) 
Prerequisites: None 
Corequisites: DRE-098 


This course includes developmentally appropriate practices in group settings for school-age children. Emphasis is placed on 
principles of development, environmental planning, and positive guidance techniques. Upon completion, students should be 
able to discuss developmental principles for all children ages five to twelve and plan and implement developmentally- 
appropriate activities. 
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EDU 243 Learning Theory 33 0 0 5 
Prerequisites: None 
Corequisites: DRE-098 


This course provides lateral entry teachers an introduction to learning theory, various styles of learning, and motivational 
factors involved in the learning process. Emphasis is placed on the development of cognitive skills using the eight types of 
intelligence and applying these to practical classroom situations. Upon completion, students should be able to describe 
theories and styles of learning and discuss the relationship between different types of intelligence to learning motivation. 


EDU 244 Human Growth/Development 3 0 0 3 
Prerequisites: None 
Corequisites: DRE-098 


This course introduces lateral entry teachers to theories and ages and stages related to human growth and development from 
birth through adolescence. Emphasis is placed on development through the stages of a child's life in the areas of physical, 
emotional, social, intellectual, and moral development. Upon completion, students should be able to identify and describe 
milestones of each stage in all areas of development and discuss factors that influence growth. 


EDU 245 Policies and Procedures 3 0 0 5 
Prerequisites: None 
Corequisites: DRE-098 


This coutse is designed to introduce new lateral entry teachers to the policies and procedures established by the local 
education agency. Topics include emergency situation procedures, acceptable discipline, chain of command, role of mentors, 
evaluation procedures, employment requirements, dress codes, and other policies and procedures. Upon completion, students 
should be able to explain the policies and procedures to students, parents, or others and discuss the purpose of each policy 


category. 


EDU 247 Sensory and Physical Disabilities 6 0 0 3 
Prerequisites: Take EDU 144 and EDU 145 or PSY 244 and PSY 245 
Corequisites: DRE-098 


This course covers characteristics, intervention strategies, assistive technologies, and inclusive practices for children with 
sensory and physical disabilities. Topics include inclusive placement options, utilization of support services, other health 
impairments and family involvement for children with sensory and physical disabilities. Upon completion, students should be 
able to identify and utilize intervention strategies and service delivery options for those specific disabilities. 


EDU 259 Curriculum Planning 2D 0 0 3 
Prerequisites: EDU 119 
Corequisites: DRE-098 


This course is designed to focus on curriculum planning for three to five year olds. Topics include philosophy, curriculum 
models, indoor and outdoor environments, scheduling, authentic assessment, and planning developmentally appropriate 
experiences. Upon completion, students should be able to evaluate children's development, critique curriculum, plan for 
individual and group needs, and assess and create quality environments. 


EDU 261 Early Childhood Administration I 3 0 0 3 
Prerequisites: None 
Corequisites: EDU-119 and DRE-098 


This course introduces principles of basic programming and staffing, budgeting/ financial management and marketing, and 
rules and regulations of diverse early childhood programs. Topics include program structure and philosophy, standards of 
NC child care programs, finance, funding resources, and staff and organizational management. Upon completion, students 
should be able to develop components of program/personnel handbooks, a program budget, and demonstrate knowledge of 
fundamental marketing strategies and NC standards. 


186 


EDU 262 Early Childhood Administration II o 0 0 3 
Prerequisites: EDU 261 
Corequisites: EDU 119 and DRE-098 


This course focuses on advocacy/leadership, public relations/community outreach and program quality/evaluation for 
diverse early childhood programs. Topics include program evaluation/accreditation, involvement in early childhood 
professional organizations, leadership/mentoring, family, volunteer and community involvement and early childhood 
advocacy. Upon completion, students should be able to define and evaluate all components of early childhood programs, 
develop strategies for advocacy and integrate community into programs. 


EDU 271 Educational Technology 2, 2 0 3 
Prerequisites: None 
Corequisites: DRE-098 


This course introduces the use of technology to enhance teaching and learning in all educational settings. Topics include 
technology concepts, instructional strategies, materials and adaptive technology for children with exceptionalities, facilitation 
of assessment/evaluation, and ethical issues surrounding the use of technology. Upon completion, students should be able to 
apply technology enhanced instructional strategies, use a variety of technology resources and demonstrate appropriate 
technology skills in educational environments. 


EDU 280 Language & Literacy Experiences 3 0 0 3 
Prerequisites: None 
Corequisites: DRE-098 


This course is designed to expand students' understanding of children's language and literacy development and provides 
strategies for enhancing language/literacy experiences in an enriched environment. Topics include selection of diverse 
literature and interactive media, the integration of literacy concepts throughout the curriculum, appropriate 

observations /assessments and inclusive practices. Upon completion, students should be able to select, plan, implement and 
evaluate developmentally appropriate and diverse language/literacy experiences. 


EDU 282 Early Childhood Literature 3 0 0 3 
Prerequisites: None 
Corequisites: DRE-098 


This course covers the history, selection, and integration of literature and language in the early childhood curriculum. Topics 
include the history and selection of developmentally appropriate children's literature and the use of books and other media to 
enhance language and literacy in the classroom. Upon completion, students should be able to select appropriate books for 
storytelling, reading aloud, puppetry, flannel board use, and other techniques. 


EDU 284 Early Child Capstone Prac 1 9 0 4 
Prerequisites: Take EDU 119, EDU 144 (or PSY 244), EDU 145 (or PSY 245), EDU 146, and EDU 151 
Corequisites: DRE-098 


This course is designed to allow students to apply skills in a three star (minimum) or NAEYC accredited or equivalent, quality 
early childhood environment. Emphasis is placed on designing, implementing and evaluating developmentally appropriate 
activities and environments for all children; supporting/involving families; and modeling reflective and professional practices. 
Upon completion, students should be able to demonstrate developmentally appropriate plans / assessments, appropriate 
guidance techniques and ethical/professional behaviors as indicated by assignments and onsite faculty visits. 
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EDU 287 Leadership in Early Childhood Education 5) 0 0 5 
Prerequisites: Take EDU 119, EDU 131, EDU 144 (or PSY 244), EDU 145 (or PSY 245) 
Corequisites: DRE-098 


This course is designed to facilitate and guide the development of early childhood professionals preparing for leadership roles 
in improving community early childhood services. Topics include principles of social change, characteristics of effective 
leaders, techniques of action research, childcare funding mechanisms, quality initiatives, and key issues in early care. Upon 
completion, students should be able to identify key issues; develop strategic plans; establish relationships with community 
leaders; and identify opportunities and barriers for advocacy. 


Electricity 

ELC 111 Introduction to Electricity uy Z 0 3 
Prerequisites: None 

Corequisites: None 


This course introduces the fundamental concepts of electricity and test equipment to non-electrical/electronic majors. 
Topics include basic DC and AC principles (voltage, resistance, current, impedance); components (resistors, inductors, and 
capacitors); power; and operation of test equipment. Upon completion, students should be able to construct and analyze 
simple DC and AC circuits using electrical test equipment. 


ELC 112 DC/AC Electricity 3 6 0 5 
Prerequisites: None 
Corequisites: None 


This course introduces the fundamental concepts of and computations related to DC/AC electricity. Emphasis is placed on 
DC/AC circuits, components, operation of test equipment; and other related topics. Upon completion, students should be 
able to construct, verify, troubleshoot, and repair DC/AC circuits. 


ELC 113 Basic Wiring I 2 6 0 4 
Prerequisites: None 
Corequisites: None 


This course introduces the care/usage of tools and materials used in electrical installations and the requirements of the 
National Electrical Code. Topics include NEC, electrical safety, and electrical blueprint reading; planning, layout; and 
installation of electrical distribution equipment; lighting; overcurrent protection; conductors; branch circuits; and conduits. 
Upon completion, students should be able to properly install conduits, wiring, and electrical distribution equipment 
associated with basic electrical installations. 


ELC 118 National Electrical Code 1 2; 0 2. 
Prerequisites: None 
Corequisites: None 


This course covers the use of the current National Electrical Code. Topics include the NEC history, wiring methods, 


overcurrent protection, materials, and other related topics. Upon completion, students should be able to effectively use the 
NEG: 


ELC 120 Intro to Wiring ie a 0 3 
Prerequisites: None 
Corequisites: None 


This course is an introduction to wiring concepts for non-electricians. Topics include safety, tools, materials, techniques and 
terminology associated with electrical wiring. Upon completion, students should be able to use and/or identify wiring tools, 
materials and procedures at an introductory level. 
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ELC 125 Diagrams and Schematics 2 0 2 
Prerequisites: None 
Corequisites: None 


This course covers the interpretation of electrical diagrams, schematics, and drawings common to electrical applications. 
Emphasis is placed on reading and interpreting electrical diagrams and schematics. Upon completion, students should be 
able to read and interpret electrical diagrams and schematics. 


ELC 128 Introduction to PLC 2 3 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the programmable logic controller (PLC) and its associated applications. Topics include ladder logic 
diagrams, input/output modules, power supplies, surge protection, selection/installation of controllers, and interfacing of 
controllers with equipment. Upon completion, students should be able to install PLCs and create simple programs. 


ELC 228 PLC Applications 2 6 0 4 
Prerequisites: None 
Corequisites: None 


This course covers programming and applications of programmable logic controllers. Emphasis is placed on programming 
techniques, networking, specialty I/O modules, and system troubleshooting. Upon completion, students should be able to 
specify, implement, and maintain complex PLC controlled systems. 


English 

ENG 102 Applied Communications II 3 0 0 3) 
Prerequisites: DRE-096 

Corequisites: None 


This course is designed to enhance writing and speaking skills for the workplace. Emphasis is placed on generating short 
writings such as job application documents, memoranda, and reports and developing interpersonal communication skills with 
employees and the public. Upon completion, students should be able to prepare effective, short, and job-related written and 
oral communications. Ibis zs a diploma-level course. 


ENG 111 Writing and Inquiry 3 0 0 S 
Prerequisites: DRE-098 
Corequisites: 


This coutse is designed to develop the ability to produce clear writing in a variety of genres and formats using a recursive 
process. Emphasis includes inquiry, analysis, effective use of rhetorical strategies, thesis development, audience awareness, 
and revision. Upon completion, students should be able to produce unified, coherent, well-developed essays using standard 
written English. Thrs 1s a Universal General Education Transfer Component (UGETC) course for Associate in Arts 
and Associate in Science. 


ENG 112 Writing/ Research in the Discipline 3 0 0 3 
Pretequisites: ENG 111 
Corequisites: None 


This course, the second in a series of two, introduces research techniques, documentation styles, and writing Strategies. 
Emphasis is placed on analyzing information and ideas and incorporating research findings into documented writing and 
research projects. Upon completion, students should be able to evaluate and synthesize information from primary and . 
secondary sources using documentation appropriate to various disciplines. This course has been approved to satisfy the Comprehensive 
Articulation Agreement general education core requirement in English composition. This is a Universal General Education Transfer 
Component (UGE TC) course for Associate in Arts and Associate in Science. 
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ENG 113 Literature-Based Research 3 0 0 3 
Prerequisites: ENG ALT 
Corequisites: None 


This course, the second in a series of two, expands the concepts developed in ENG 111 by focusing on writing that involves 
literature-based research and documentation. Emphasis is placed on critical reading and thinking and the analysis and 
interpretation of prose, poetry, and drama: plot, characterization, theme, cultural context, etc. Upon completion, students 
should be able to construct mechanically-sound, documented essays and research papers that analyze and respond to literary 
works. This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in Enghsh 
composition. This course is also available through the Virtual Learning Community (VLC). 


ENG 114 Professional Research & Reporting Q 0 0 3 
Prerequisites: ENG 111 
Corequisites: None 


This course, the second in a series of two, is designed to teach professional communication skills. Emphasis is placed on 
research, listening, critical reading and thinking, analysis, interpretation, and design used in oral and written presentations. 
Upon completion, students should be able to work individually and collaboratively to produce well-designed business and 
professional written and oral presentations. This course has been approved to satisfy the Comprehensive Articulation Agreement general 
education core requirement in Enghsh composition. 


ENG 125 Creative Writing I 3 0 0 3 
Prerequisites: ENG 111 
Corequisites: None 


This course is designed to provide students with the opportunity to practice the art of creative writing. Emphasis is placed 
on writing, fiction, poetry, and sketches. Upon completion, students should be able to craft and critique their own writing 
and critique the writing of others. This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a 
premajor and/or elective course requirement. 


ENG 131 Introduction to Literature 2) 0 0 3 
Prerequisites: ENG 111 
Corequisites: ENG 112, ENG 113, or ENG 114 


This course introduces the principal genres of literature. Emphasis is placed on literary terminology, devices, structure, and 
interpretation. Upon completion, students should be able to analyze and respond to literature. This course has been approved to 
satisfy the Comprehensive Articulation Agreement general education core requirement in humanities/ fine arts. 


ENG 231 American Literature I 3) 0 0 5 
Prerequisites: ENG-112, ENG 113, or ENG 114 
Corequisites: None 


This course covers selected works in American literature from its beginnings to 1865. Emphasis is placed on historical 
background, cultural context, and literary analysis of selected prose, poetry, and drama. Upon completion, students should be 
able to interpret, analyze, and respond to literary works in their historical and cultural contexts. This course has been approved for 
transfer under the CAA as a general education course in Humanities/ Fine Arts. This course has been approved for transfer under the ICAA as 
a general education course in Humanities/ Fine Arts. This is a Universal General Education Transfer Component (UGETC) 
course for Associate in Arts and Associate in Science. 


ENG 232 American Literature II 3 0 0 3 
Prerequisites: ENG-112, ENG 113, or ENG 114 
Corequisites: None 


This course covers selected works in American literature from 1865 to the present. Emphasis is placed on historical 
background, cultural context, and literary analysis of selected prose, poetry, and drama. Upon completion, students should be 
able to analyze and interpret literary works in their historical and cultural contexts. This course has been approved for transfer under 
the CAA as a general education course in Humanities/ Fine Arts. This course has been approved for transfer under the ICAA as a general 
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education course in Humanities/ Fine Arts. This is a Universal General Education Transfer Component (UGETC) course 
for Associate in Arts and Associate in Science. 


ENG 233 Major American Writers s} 0 0 3 
Prerequisites: ENG 112, ENG 113, or ENG 114 
Corequisites: None 


This course provides an intensive study of the works of several major American authors. Emphasis is placed on American 
history, culture, and the literary merits. Upon completion, students should be able to interpret, analyze, and evaluate the 
works studied. This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in 
humanities / fine arts. 


ENG 243 Major British Writers 3 0 0 5) 
Prerequisites: ENG 112, ENG 113, or ENG 114 
Corequisites: None 


This course provides an intensive study of the works of several major British authors. Emphasis is placed on British history, 
culture, and the literary merits. Upon completion, students should be able to interpret, analyze, and evaluate the works 
studied. This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in 

humanities/ fine arts. 


ENG 261 World Literature I 3 0 0 3 
Prerequisites: ENG 112, ENG 113, ot ENG 114 
Corequisites: None 


This course introduces selected works from the Pacific, Asia, Africa, Europe, and the Americas from their literary beginnings 
through the seventeenth century. Emphasis is placed on historical background, cultural context, and literary analysis of 
selected prose, poetry, and drama. Upon completion, students should be able to interpret, analyze, and respond to selected 
works. This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in humanities/ fine 
arts. 


ENG 262 World Literature II 5 0 0 3 
Prerequisites: ENG 112, ENG 113, or ENG 114 
Corequisites: None 


This course introduces selected works from the Pacific, Asia, Africa, Europe, and the Americas from the eighteenth century 
to the present. Emphasis is placed on historical background, cultural context, and literary analysis of selected prose, poetry, 
and drama. Upon completion, students should be able to interpret, analyze, and respond to selected works. This course has 
been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in humanities/ fine arts. 


Geography 

GEO 111 World Regional Geography 3 0 0 3 
Prerequisites: None 

Corequisites: None 


This course introduces the regional concept which emphasizes the spatial association of people and their environment. 
Emphasis is placed on the physical, cultural, and economic systems that interact to produce the distinct regions of the earth. 
Upon completion, students should be able to describe variations in physical and cultural features of a region and demonstrate 
an understanding of their functional relationships. This course has been approved to satisfy the Comprehensive Articulation Agreement 
general education core requirement in soctal/ behavioral sciences. 
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GEO 130 General Physical Geography 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces both the basic physical components that help shape the earth and the study of minerals, rocks, and 
evolution of landforms. Emphasis is placed on the geographic grid, cartography, weather, climate, mineral composition, 
fluvial processes, and erosion and deposition. Upon completion, students should be able to identify these components and 
processes and explain how they interact. This course has been approved to satisfy the Comprehensive Articulation Agreement general 
education core requirement in social/ behavioral sciences. 


Health 

HEA 110 Personal Health/ Wellness 3 0 0 3 
Prerequisites: None 

Corequisites: None 


This course provides an introduction to basic personal health and wellness. Emphasis is placed on current health issues such 
as nutrition, mental health, and fitness. Upon completion, students should be able to demonstrate an understanding of the 
factors necessary to the maintenance of health and wellness. This course has been approved to satisfy the Comprehensive Articulation 
Agreement for transferability as a premajor and/or elective course requirement. 


History 

HIS 111 World Civilizations I 3 0 0 3 
Prerequisites: DRE-098 

Corequisites: None 


This course introduces world history from the dawn of civilization to the early modern era. Topics include Eurasian, African, 
American, and Greco-Roman civilizations and Christian, Islamic and Byzantine cultures. Upon completion, students should 
be able to analyze significant political, socioeconomic, and cultural developments in pre-modern world civilizations. This 
course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in social/ behavioral sciences. 
This is a Universal General Education Transfer Component (UGETC) course for Associate in Arts and Associate in Science. 


HIS 112 World Civilizations I 3 0 0 3 
Prerequisites: DRE-098 
Corequisites: None 


This course introduces world history from the early modern era to the present. Topics include the cultures of Africa, 
Europe, India, China, Japan, and the Americas. Upon completion, students should be able to analyze significant political, 
socioeconomic, and cultural developments in modern world civilizations. Thzs course has been approved to satisfy the Comprehensive 
Articulation Agreement general education core requirement in soctal/ behavioral sciences. This is a Universal General Education Transfer 
Component (UGETC) course for Associate in Arts and Associate in Science. 


HIS 121 Western Civilization I 3 0 0 3 
Prerequisites: DRE-098 
Corequisites: None 


This course introduces western civilization from pre-history to the early modern era. Topics include ancient Greece, Rome, 
and Christian institutions of the Middle Ages and the emergence of national monarchies in western Europe. Upon 
completion, students should be able to analyze significant political, socioeconomic, and cultural developments in early 
western civilization. This course has been approved to satesfy the Comprehensive Articulation Agreement general education core requirement in 
soctal/ behavioral sciences. 
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HIS 122 Western Civilization II 3 0 0 3 
Prerequisites: DRE-098 
Corequisites: None 


This course introduces western civilization from the early modern era to the present. Topics include the religious wars, the 
Industrial Revolution, World Wars I and II, and the Cold War. Upon completion, students should be able to analyze 
significant political, socioeconomic, and cultural developments in modern western civilization. This course has been approved to 
satisfy the Comprehensive Articulation Agreement general education core requirement in social/ behavioral sciences. 


HIS 131 American History I 6) 0 0 3 
Prerequisites: DRE-098 
Corequisites: None 


This coutse is a survey of American history from pre-history through the Civil War era. Topics include the migrations to the 
Americas, the colonial and revolutionary periods, the development of the Republic, and the Civil War. Upon completion, 
students should be able to analyze significant political, socioeconomic, and cultural developments in early American history. 
This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in social/ behavioral sciences. 
This is a Universal General Education Transfer Component (UGETC) course for Associate in Arts and Associate 
in Science. 


HIS 132 American History IT > 0 0 3 
Prerequisites: DRE-098 
Corequisites: None 


This course is a survey of American history from the Civil War era to the present. Topics include industrialization, 
immigration, the Great Depression, the major American wats, the Cold War, and social conflict. Upon completion, students 
should be able to analyze significant political, socioeconomic, and cultural developments in American history since the Civil 
War. This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in social/ behavioral 
sciences. This is a Universal General Education Transfer Component (UGETC) course for Associate in Arts and 
Associate in Science. 


HIS 221 African-American History 3 0 0 @) 
Prerequisites: DRE-098 
Corequisites: None 


This course covers African-American history from the Colonial period to the present. Topics include African origins, the 
slave trade, the Crvil War, Reconstruction, the Jim Crow era, the civil rights movement, and contributions of African 
Americans. Upon completion, students should be able to analyze significant political, socioeconomic, and cultural 
developments in the history of African Americans. This course has been approved to satisfy the Comprehensive Articulation Agreement 
Jor transferability as a premajor and/or elective course requirement. 


Health Sciences 


HSC 120 CPR 0 2 0 1 
Prerequisites: None 
Corequisites: None 


This course covers the basic knowledge and skills for the performance of infant, child, and adult CPR and the management 
of foreign body airway obstruction. Emphasis is placed on recognition, assessment, and proper management of emergency 
care. Upon completion, students should be able to perform infant, child, and adult CPR and manage foreign body airway 


obstructions. 
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Human Services 


HSE 110 Introduction to Human Services Z, 2 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the human services field, including the history, agencies, roles, and careers. Topics include 
personal/professional characteristics, diverse populations, community resources, disciplines in the field, systems, ethical 
standards, and major theoretical and treatment approaches. Upon completion, students should be able to identify the 
knowledge, skills, and roles of the human services worker. 


HSE 112 Group Process I 1 2 0 2 
Prerequisites: None 
Corequisites: None 


This course introduces interpersonal concepts and group dynamics. Emphasis is placed on self-awareness facilitated by 
experiential learning in small groups with analysis of personal experiences and the behavior of others. Upon completion, 
students should be able to show competence in identifying and explaining how people are influenced by their interactions in 
group settings. 


HSE 123 Interviewing Techniques 2 Ms 0 3 
Prerequisites: None 
Corequisites: None 


This course covers the purpose, structure, focus, and techniques employed in effective interviewing. Emphasis is placed on 
observing, attending, listening, responding, recording, and summarizing of personal histories with instructor supervision. 
Upon completion, students should be able to perform the basic interviewing skills needed to function in the helping 
relationship. 


HSE 125 Counseling 2 2 0 2 
Prerequisites: PSxatey) 
Corequisites: None 


This course covers the major approaches to psychotherapy and counseling, including theory, characteristics, and techniques. 
Emphasis is placed on facilitation of self-exploration, problem solving, decision making, and personal growth. Upon 
completion, students should be able to understand various theories of counseling and demonstrate counseling techniques. 


HSE 160 HSE Clinical Supervision I 1 0 0 1 
Prerequisites: Successful completion of 12 SHC in the HSE Program, including 

HSE 110 and HSE 123 
Corequisites: HSE 161 or HSE 162 or HSE 163 or HSE 164 


This course provides an opportunity to discuss clinical experiences with peers and faculty. Emphasis is placed on discussing 
application of concepts and principles from related course content to clinical placement. Upon completion, students should 
be able to demonstrate the knowledge, skills, and attitudes required in human services clinical experiences. 


HSE 162 HSE Clinical Experience I 0 0 6 2 
Prerequisites: Successful completion of 12 SHC in the HSE Program, including 

HSE 110 and HSE 123 
Corequisites: HSE 160 


This course provides supervised clinical experience in human services delivery agencies. Emphasis is placed on the 
application and practice of concepts, principles, knowledge, and skills from related course work. Upon completion, students 
should be able to demonstrate and apply skills, knowledge, and values from human services classes. 
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HSE 210 Human Services Issues 2: 0 0 2 
Prerequisites: None 
Corequisites: None 


This course covers current issues and trends in the field of human setvices. Emphasis is placed on contemporary topics with 
relevance to special issues in a multi-faceted field. Upon completion, students should be able to integrate the knowledge, 
skills, and experiences gained in classroom and clinical experiences with emerging trends in the field. 


HSE 225 Crisis Intervention 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the basic theories and principles of crisis intervention. Emphasis is placed on identifying and 
demonstrating appropriate and differential techniques for intervening in various crisis situations. Upon completion, students 
should be able to assess crisis situations and respond appropriately. 


HSE 226 Mental Retardation 3 0 0 3 
Prerequisites: Psy 150 
Corequisites: None 


This course covers mental retardation and related issues. Emphasis is placed on the theoretical perspectives, causes, 
prevention, and treatment of mental retardation. Upon completion, students should be able to demonstrate a general 
knowledge of the mentally retarded individual. 


HSE 227 Children & Adolescents in Crisis 3 0 0 8 
Prerequisites: None 
Corequisites: None 


This course covers the crises affecting children and adolescents in contemporary society. Emphasis is placed on abuse and 
neglect, suicide and murder, dysfunctional family living, poverty, and violence. Upon completion, students should be able to 
identify and discuss intervention strategies and available services for the major contemporary crises affecting children and 
adolescents. 


HSE 250 Financial Services Z 0 0 2 
Prerequisites: None 
Corequisites: None 


This course introduces those agencies that provide income maintenance casework services. Emphasis is placed on qualifying 
applicants for a variety of economic assistant programs offered by human services agencies. Upon completion, students 
should be able to make a factual and objective assessment of a client’s economic situation to qualify them for economic 
assistance. 


Humanities 

HUM 115 Critical Thinking 2 0 0 3 
Prerequisites: ENG 111 

Corequisites: None 


This course introduces the use of critical thinking skills in the context of human conflict. Emphasis is placed on evaluating 
information, problem solving, approaching cross-cultural perspectives, and resolving controversies and dilemmas. Upon 
completion, students should be able to demonstrate orally and in writing the use of critical thinking skills in the analysis of 
appropriate texts. This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in 
humanities/ fine arts. This course may meet the SACS humanities requirement for AAS degree programs. 
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HUM 120 Cultural Studies é) 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the distinctive features of a particular culture. Topics include art, history, music, literature, politics, 


philosophy, and religion. Upon completion, students should be able to appreciate the unique character of the study culture. 
This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in humanities/fine arts. 


Hydraulics & Pneumatics 


HYD 110 Hydraulics/Pneumatics I 2 3 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the basic components and functions of hydraulic and pneumatic systems. Topics include standard 
symbols, pumps, control valves, control assemblies, actuators, FRL, maintenance procedures, and switching and control 
devices. Upon completion, students should be able to understand the operation of a fluid power system, including design, 
application, and troubleshooting. 


HYD 210 Advanced Hydraulics 1 3 0 2 
Prerequisites: HYD 10 ceria hiormt ly Det i? 
Corequisites: None 


This course covers advanced hydraulic systems. Emphasis is placed on advanced hydraulic systems and components, 
troubleshooting, and other related topics. Upon completion, students should be able to demonstrate an understanding of the 
installation, application, operation, and maintenance of hydraulic components and systems 


Industrial Systems 


ISC 112 Industrial Safety iz 0 0 a 
Prerequisites: None 
Corequisites: None 


This course introduces the principles of industrial safety. Emphasis is placed on industrial safety, OSHA, and environmental 
regulations. Upon completion, students should be able to demonstrate knowledge of a safe working environment and OSHA 
compliance. 


ISC 115 Construction Safety 2 0 0 2 
Prerequisites: None 
Corequisites: None 


This course introduces the basic concepts of construction site safety. Topics include ladders, lifting, lock-out/tag-out, 
personal protective devices, scaffolds, and above/below ground work based on OSHA regulations. Upon completion, 
students should be able to demonstrate knowledge of applicable safety regulations and safely participate in construction 
projects. 


Mathematics 

MAT 110 Mathematical Measurement and Literacy D 2 0 3 
Prerequisites: (DMA-010, DMA-020, DMA-030 

Corequisites: None 


This course provides an activity-based approach that develops measurement skills and mathematical literacy using technology 
to solve problems for non-math intensive programs. Topics include unit conversions and estimation within a variety of 
measurement systems; ratio and proportion; basic geometric concepts; financial literacy; and statistics including measures of 
central tendency, dispersion, and charting of data. Upon completion, students should be able to demonstrate the use of 
mathematics and technology to solve practical problems, and to analyze and communicate results. 
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MAT 121 Algebra/Trigonometry I Zi Pe 0 3 
Prerequisites: (DMA-010, DMA-020, DMA-030, DMA-040, DMA-050, and DMA 060 
Corequisites: None 


This course provides an integrated approach to technology and the skills required to manipulate, display, and interpret 
mathematical functions and formulas used in problem solving. Topics include the properties of plane and solid geometry, 
atea and volume, and basic proportion applications; simplication, evaluation, and solving of algebraic equations and 
inequalities and radical functions; complex numbers; right triangle trigonometry; and systems of equations. Upon 
completion, students will be able to demonstrate the ability to use mathematics and technology for problem-solving, 
analyzing, and communicating results. 


MAT 122 Algebra/Trigonometry II 2 2 0 5 
Prerequisites: MAT 121 
Corequisites: None 


This course is designed to cover concepts in algebra, function analysis, and trigonometry. Topics include exponential and 
logarithmic functions, transformations of functions, Law of Sines, Law of Cosines, vectors, and statistics. Upon completion, 
students should be able to demonstrate the ability to use mathematics and technology for problem-solving, analyzing and 
communicating results. 


MAT 141 Mathematical Concepts I 3 0 0 3 
Prerequisites: (DMA-010, DMA-020, DMA-030, and DMA-040), or MAT 121, or MAT 171 
Corequisites: None 


This course is the first of a two-course sequence that develops a deeper understanding and appreciation of the basic concepts 
of mathematics. Emphasis is placed on sets, logic, number bases, elementary number theory, introductory algebra, 
measurement including metrics, and problem solving. Upon completion, students should be able to communicate orally and 
in writing these basic mathematical concepts. Under the CAA, this course satisfies the general education Mathematics requirement for the 
AA and AFA degrees. It does not satisfy the general education Mathematics requirement for the AS degree. Under the ICAA, this course 
satisfies the general education Mathematics requirement for the AA and AFA degrees. It does not satisfy the general education Mathematics 
requirement for the AS degree. 


MAT 142 Mathematical Concepts II 3 0 0 3 
Prerequisites: MAT 141 
Corequisites: None 


This course is the second of a two-course sequence that develops a deeper understanding and appreciation of the basic 
concepts of mathematics. Emphasis is placed on probability, statistics, functions, introductory geometry, and mathematics of 
finance. Upon completion, students should be able to communicate orally and in writing these basic mathematical concepts 
and utilize technology as a mathematical tool. Under the CAA, this course satisfies the general education Mathematics requirement for the 
AA and AFA degrees. It does not satisfy the general education Mathematics requirement for the AS degree. Under the ICAA, this course 
satisfies the general education Mathematics requirement for the AA and AFA degrees. It does not satisfy the general education Mathematics 
requirement for the AS degree. 


MAT 143 Quantitative Literacy : 2 2 0 3 
Prerequisite: DMA-010, DMA-020, DMA-030, DMA-040, DMA-050, and DRE-098 
Corequisite: None 


This course is designed to engage students in complex and realistic situations involving the mathematical phenomena of 
quantity, change and relationship, and uncertainty through project-and activity-based assessment. Emphasis is placed on 
authentic contexts, which will introduce the concepts of numeracy, proportional reasoning, dimensional analysis, rates of 
growth, personal finance, consumer statistics, practical probabilities, and mathematics for citizenship. Upon completion, 
students should be able to utilize quantitative information as consumers and to make personal, professional, ad Civic 
decisions by decoding, interpreting, using, and communicating quantitative information found in modern media and . 
encountered in everyday life. This course has been approved for transfer under the CAA as a general education course in Mathematics ~ 
(Quantitative). This course has been approved for transfer under the ILAA as a general education course in Mathematics (Quantitative). This is 
a Universal General Education Transfer Component (UGETC) course for Associate in Arts. 
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MAT 152 Statistical Methods I 8 2 0 4 


Prerequisite: DMA-010, DMA-020, DMA-030, DMA-040, and DMA-050 and DRE-098 
Corequisites: None 


This course provides a project-based approach to introductory statistics with an emphasis on using real-world data and 
statistical literacy. Topics include descriptive statistics, correlation and regression, basic probability, discrete and continuous 
probability distributions, confidence intervals and hypothesis testing Upon completion, students should be able to use 
appropriate technology to describe important characteristics of a data set, draw inferences about a population from sample 
data, and interpret and communicate results. This course has been approved for transfer under the CAA as a general education course in 
Mathematics (Quantitative). This course has been approved for transfer under the ICAA as a general education course in Mathematics 
(Quantitative). This is a Universal General Education Transfer Component (UGETC) course for Associate in Arts. 

**T his course replaces MAT-151 and MAT-155 


MAT 171 Precalculus Algebra 3 Zz 0 4 
Prerequisites: Take MAT 121 or (DMA-010, DMA- 
020, DMA-030, DMA-040, DMA-050, DMA-060, DMA 070, and DMA-080) 

Corequisites: None 


This course is designed to develop topics which are fundamental to the study of Calculus. Emphasis is placed on solving 
equations and inequalities, solving systems of equations and inequalities, and analysis of functions (absolute value, radical, 
polynomial, rational, exponential, and logarithmic) in multiple representations. Upon completion, students should be able to 
select and use appropriate models and techniques for finding solutions to algebra-related problems with and without 
technology. This course has been approved for transfer under the CAA as a general education course in Mathematics (This course has been 
approved for transfer under the CAA as a general education course in Mathematics. This course has been approved for transfer under the ICAA 
as a general education course in Mathematics. This is a Universal General Education Transfer Component (UGETC) course 
for Associate in Arts and Associate in Science. 


MAT 172 Precalculus Trigonometry 3 Z 0 4 
Prerequisites: MAT 171 
Corequisites: None 


This course is designed to develop an understanding of topics which are fundamental to the study of Calculus. Emphasis is 
placed on the analysis of trigonometric functions in multiple representations, right and oblique triangles, vectors, polar 
coordinates, conic sections, and parametric equations. Upon completion, students should be able to select and use 
appropriate models and techniques for finding solutions to trigonometry-related problems with and without technology. 
This course has been approved for transfer under the CAA as a general education course in Mathematics (This course has been approved for 
transfer under the CAA as a general education course in Mathematics. This course has been approved for transfer under the ICAA as a general 
education course in Mathematics. This is a Universal General Education Transfer Component (UGETC) course for 
Associate in Science. 


MAT 263 Brief Calculus s) 2. 0 + 
Prerequisites: MAT 171 
Corequisites: None 


This course is designed to introduce concepts of differentiation and integration and their applications to solving problems. 
Topics include graphing, differentiation, and integration with emphasis on applications drawn from business, economics, and 
biological and behavioral sciences. Upon completion, students should be able to demonstrate an understanding of the use of 
basic calculus and technology to solve problems and to analyze and communicate results. 

This course has been approved for transfer under the CAA as a general education course in Mathematics (This course has been approved for 
transfer under the CAA as a general education course in Mathematics. This course has been approved for transfer under the ICAA as a general 
education course in Mathematics. This is a Universal General Education Transfer Component (UGETC) course for 
Associate in Science. 
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MAT 271 Calculus I 3 z 0 4 
Prerequisites: NE ei 
Corequisites: None 


This course is designed to develop the topics of differential and integral calculus. Emphasis is placed on limits, continuity, 
derivatives and integrals of algebraic and transcendental functions of one variable. Upon completion, students should be able 
to select and use appropriate models and techniques for finding solutions to derivative-related problems with and without 
technology. 

This course has been approved for transfer under the CAA as a general education course in Mathematics (This course has been approved for 
transfer under the CAA as a general education course in Mathematics. This course has been approved for transfer under the ICAA as a general 
education course in Mathematics. This is a Universal General Education Transfer Component (UGETC) course for 
Associate in Science. 


Mechanical 

MEC 111 Machine Processes I 1 4 0 3 
Prerequisites: None 

Corequisites: None 


This course introduces shop safety, hand tools, machine processes, measuring instruments, and the operation of machine 
shop equipment. Topics include use and care of tools, safety, measuring tools, and the basic setup and operation of common 
machine tools. Upon completion, students should be able to safely machine simple parts to specified tolerances. 


MEC 151 Mechanical Management Systems 1 3 0 2 
Prerequisites: None 
Corequisites: None 


This course covers mechanical systems and sub-systems including timing cams, cam followers, timing belts, servo-motors, 
mechanical drive units, bearings, and mechanical linkage. Emphasis will be placed on the understanding of these components 
and their integration into operating systems. Upon completion, students should be able to diagnose mechanical problems 
using a structured approach to troubleshooting mechanical systems and sub-systems. 


Medical Assisting 

MED 121 Medical Terminology I 3 0 0 3 
Prerequisites: None 

Corequisites: None 


This course introduces prefixes, suffixes, and word roots used in the language of medicine. Topics include medical 
vocabulary and the terms that relate to the anatomy, physiology, pathological conditions, and treatment of selected systems. 
Upon completion, students should be able to pronounce, spell, and define medical terms as related to selected body systems 
and their pathological disorders. 


MED 122 Medical Terminology II 3 0 0 3 
Prerequisites: MED 121 
Corequisites: None 


This course is the second in a series of medical terminology courses. Topics include medical vocabulary and the terms that 
relate to the anatomy, physiology, pathological conditions, and treatment of selected systems. Upon completion, students 
should be able to pronounce, spell, and define medical terms as related to selected body systems and their pathological 


disorders. 
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Mental Health 


MHA 150 Mental Health Systems 3 0 0 3 
Prerequisites: HSE 110 
Corequisites: None 


This course introduces the treatment and services available at both public and private mental health facilities. Topics include 
intake procedures, admission criteria, history, and structure of mental health facilities. Upon completion, students should be 
able to demonstrate competence in articulating both the theory and practice of mental health services delivery. This course is a 
unique concentration requirement of the Mental Health concentration in the Human Services Technology program. 


MHA 155 Psychological Assessment 2 0 0 3 
Prerequisites: PSY 150 
Corequisites: None 


This course covers psychological assessment. Emphasis is placed on different types of psychological tests. Upon 
completion, students should be able to recognize and understand the purpose of various psychological tests. This course is a 
unique concentration requirement of the Mental Health concentration in the Human Services Technology program. 


MHA 240 Advocacy Z 0 0 ms 
Prerequisites: HSE 110 
Corequisites: None 


This course covers the roles and duties of the client advocate. Topics include treatment planning, needs assessment, referral 
procedures, and follow-up and integration of services. Upon completion, students should be able to effectively manage the 
care of the whole person from contact initiation to termination. This course is a unique concentration requirement of the Mental Health 
concentration in the Human Services Technology program. 


Marketing and Retailing 
MKT 120 Principles of Marketing 8) 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces principles and problems of marketing goods and services. Topics include promotion, placement, and 
pricing strategies for products. Upon completion, students should be able to apply marketing principles in organizational 
decision making. 


MKT 123 Fundamentals of Selling 3 0 0 3 
Prerequisites: | None 
Corequisites: | None 


This course is designed to emphasize the necessity of selling skills in a modern business environment. Emphasis is placed on 
sales techniques involved in various types of selling situations. Upon completion, students should be able to demonstrate an 
understanding of the techniques covered. 


MKT 220 Advertising & Sales Promotion 3 0 0 3 
Prerequisites: | None 
Corequisites: | None 


This course covers the elements of advertising and sales promotion in the business environment. Topics include advertising 
and sales promotion appeals, selection of media, use of advertising and sales promotion as a marketing tool, and means of 
testing effectiveness. Upon completion, students should be able to demonstrate an understanding of the concepts covered 
through application. 
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MKT 223 Customer Service 2 0 0 3 
Prerequisites: | None 
Corequisites: | None 


This course stresses the importance of customer relations in the business world. Emphasis is placed on learning how to 
tespond to complex customer requirements and to efficiently handle stressful situations. Upon completion, students should 
be able to demonstrate the ability to handle customer relations. 


MKT 225 Marketing Research 3 0 0 3 
Prerequisites: MKT-120 
Corequisites: None 


This course provides information for decision making by providing guidance in developing, analyzing, and using data. 
Emphasis is placed on marketing research as a tool in decision making. Upon completion, students should be able to design 
and conduct a marketing research project and interpret the results. 


MKT 227 Marketing Application 3 0 0 3 
Prerequisites: | None 
Corequisites: | None 


This course extends the study of diverse marketing strategies. Emphasis is placed on case studies and small-group 
projects involving research or planning. Upon completion, students should be able to effectively participate in the 
formulation of a marketing strategy. 


MKT 232 Social Media Marketing e Z 0 4 
Prerequisites: | None 
Corequisites: | None 


This course is designed to build students’ social media marketing skills by utilizing projects that give students hands on 
experience implementing social media marketing strategies. Topics include integrating different social media technologies into 
a marketing plan, creating social media marketing campaigns, and applying appropriate social media tools. Upon completion, 
students should be able to use social media technologies to create and improve marketing efforts for businesses. 


Maintenance 

MNT 110 Introduction to Maintenance Procedures 1 3 0 2 
Prerequisites: None 

Corequisites: None 


This course covers basic maintenance fundamentals for power transmission equipment. Topics include equipment 
inspection, lubrication, alignment, and other scheduled maintenance procedures. Upon completion, students should be able 
to demonstrate knowledge of accepted maintenance procedures and practices according to current industry standards. 


MNT 130 Control Systems e) 4 0 4 
Prerequisites: None 
Corequisites: None 


This course introduces industrial control systems which include devices such as motor controls, programmable logic 
controllers (PLCs), and other control components. Topics include schematics and ladder logic structures, related to PLCs, 
I/O identification, equipment interface, motor controls, and other electrical control devices. Upon completion, students 
should be able to safely install, maintain, troubleshoot and repair electrical control systems. 
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MNT 160 Industrial Fabrication 1 3 0) 2 
Prerequisites: None 
Corequisites: None 


This course covers the necessary techniques to fabricate and assemble basic items common in industrial environments. 
Emphasis is placed on students being able to create basic items such as frames, guards, supports, and other components 
commonly used in industry. Upon completion, students should be able to safely fabricate and assemble selected items within 
specifications. 


MNT 220 Rigging & Moving 1 3) 0 2 
Prerequisites: None 
Corequisites: None 


This course covers the principles of safe rigging practices for handling, placing, installing, and moving heavy machinery and 
equipment. Topics include safety, weight and dimensional estimation, positioning of equipment slings, rollers, jacks, levers, 
dollies, ropes, chains, padding, and other related topics. Upon completion, students should be able to safely relocate and set 
up equipment using accepted rigging practices. 


MNT 240 Industrial Equipment Troubleshooting i 3 0 2 
Prerequisites: None 
Corequisites: None 


This course covers the various service procedures, tools, instruments, and equipment necessary to analyze and repair typical 
industrial equipment. Emphasis is placed on electro-mechanical and fluid power equipment troubleshooting, calibration, and 
repair, including common techniques and procedures. Upon completion, students should be able to troubleshoot and repair 
industrial equipment. 


MNT 250 PLC Interfacing Ds 4 0 4 
Prerequisites: BELG 128 
Corequisites: None 


This course introduces touch screens, PLC interface devices, and PID loops for applications such as motion control, 
encoders, and stepping motors. Topics include LVDT control, touch screens, PID controls, and motion controls. Upon 
completion, students should be able to safely install, program, and maintain touch screens and other interface devices. 


Music 

MUS 110 Music Appreciation 3 0 0 3 
Prerequisites: None 

Corequisites: None 


This course is a basic survey of the music of the Western world. Emphasis is placed on the elements of music, terminology, 
composers, form, and style within a historical perspective. Upon completion, students should be able to demonstrate skills in 
basic listening and understanding of the art of music. Thes course has been approved for transfer under the CAA as a general education 
course in Humanities/ Fine Arts. This course has been approved for transfer under the ICAA as a general education course in Humanities/ Fine 
Arts. This is a Universal General Education Transfer Component (UGETC) course for Associate in Art and 
Associate in Science. 


202 


MUS 112 Introduction to Jazz 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the origins and musical components of jazz and the contributions of its major artists. Emphasis is 
placed on the development of discriminating listening habits, as well as the investigation of the styles and structural forms of 
the jazz idiom. Upon completion, students should be able to demonstrate skills in listening and understanding this form of 
American music. 

This course has been approved for transfer under the CAA as a general education course in Humanities/ Fine Arts. This course has been 
approved for transfer under the ICAA as a general education course in Humanities/ Fine Arts. This is a Universal General Education 
Transfer Component (UGETO©) course for Associate in Art and Associate in Science. 


MUS 113 American Music 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces various musical styles, influences, and composers of the United States from pre-Colonial times to the 
present. Emphasis is placed on the broad variety of music particular to American culture. Upon completion, students should 
be able to demonstrate skills in basic listening and understanding of American music. This course has been approved to satisfy the 
Comprehensive Articulation Agreement general education core requirement in humanities / (fine arts. 


Nursing Assistant 


NAS-101 Nurse Aide I 3 + 5 6 
Prerequisites: None 
Corequisites: None 


This course includes basic nursing skills required to provide safe, competent personal care for individuals. Emphasis is placed 
on person-centered care, the aging process, communication, safety/emergencies, infection prevention, legal and ethical issues, 
vital signs, height and weight measurements, elimination, nutrition, basic restorative care/rehabilitation, dementia, mental 
health and end-of-life care. Upon completion, students should be able to demonstrate knowledge and skills and be eligible to 
test for listing on the North Carolina Nurse Aide I Registry. 


NAS-102 Nurse Aide II 3 2 6 6 
Prerequisites: None 
Corequisites: None 


This course provides training in Nurse Aide II tasks. Emphasis is placed on the role of the Nurse Aide II, sterile technique 
and specific tasks such as urinary catheterization, wound care, respiratory procedures, ostomy care, peripheral IV assistive 
activities, and alternative feeding methods. Upon completion, students should be able to demonstrate knowledge and skills 
and safe performance of skills necessary to be eligible for listing on the North Carolina Nurse Aide IH Registry. 


NAS-103 Home Health Care 4 4 0 6 
Prerequisites: None 
Corequisites: None 


This course provides advanced training for the currently listed Nurse Aide I enhancing specific skills needed when working in 
the home care setting. Topics include person-centered care, nutrition, hydration, patient and personal safety, mental health, 
dementia, behavioral challenges, pain management, palliative care, and stress management. Upon completion, students are 
eligible for listing as a home care nurse aide with the North Carolina Nurse Aide Registry. 
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Networking Technology 


NET 110 Networking Concepts 2 2 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces students to the networking field. Topics include network terminology and protocols, local-area 
networks, wide-area networks, OSI model, cabling, router programming, Ethernet, IP addressing, and network standards. 
Upon completion, students should be able to perform tasks related to networking mathematics, terminology, and models, 
media, Ethernet, subnetting, and TCP/IP Protocols. 

Networking Operating Systems 


NOS 110 Operating System Concepts 2 3 0 2) 
Prerequisites: None 
Corequisites: None 


This course introduces students to a broad range of operating system concepts, including installation and maintenance. 
Emphasis is place on operating system concepts, management, maintenance, and resources required. Upon completion of 
this course, students will have an understanding of OS concepts, installation, management, maintenance, using a variety of 
operating systems. 


NOS 130 Windows Single User 2 Bs 0 3 
Prerequisites: INOS 110 ot CERT 
Corequisites: None 


This course introduces operating system concepts for single-user systems. Topics include hardware management, file and 
memory management, system configuration/ optimization, and utilities. Upon completion, students should be able to 
perform operating systems functions at the support level in a single-user environment. 


NOS 230 Windows Administration I 2, 2 0 ) 
Prerequisites: NOS 130 
Corequisites: None 


This course covers the installation and administration of a Windows Server network operating system. Topics include 
managing and maintaining physical and logical devices, access to resources, the server environment, managing users, 
computers, and groups, and Managing/Implementing Disaster Recovery. Upon completion, students should be able to 
manage and maintain a Windows Server environment. 


Nursing 

NUR 111 Intro to Health Concepts 4 6 6 8 
Prerequisites: Admission to the Associate Degree Nursing Program 

Corequisites: BIO 165/168, PSY 150, ENG 111, ACA 111 


This course introduces the concepts within the three domains of the individual, healthcare, and nursing. Emphasis is placed 
on the concepts within each domain including medication administration, assessment, nutrition, ethics, interdisciplinary 
teams, informatics, evidence-based practice, individual-centered care, and quality improvement. Upon completion, students 
should be able to provide safe nursing care incorporating the concepts identified in this course. 


NUR 112 Health-Ilness Concepts 3) 0 6 5 
Prerequisites: NUR 111 
Corequisites: BIO 166/169, PSY 241, NUR 113 


This course is designed to further develop the concepts within the three domains of the individual, healthcare, and nursing. 
Emphasis is placed on the concepts of acid-base, metabolism, cellular regulation, oxygenation, infection, stress /coping, 
health-wellness-illness, communication, caring interventions, managing care, safety, quality improvement, and informatics. 
Upon completion, students should be able to provide safe nursing care incorporating the concepts identified in this course. 
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NUR 113 Family Health Concepts o 0 6 5 
Prerequisites: NUR 111 
Corequisites: BIO 166/169, PSY 241, NUR 112 


This course is designed to further develop the concepts within the three domains of the individual, healthcare, and nursing. 
Emphasis is placed on the concepts of oxygenation, sexuality, reproduction, grief/loss, mood/affect, behaviors, 
development, family, health-wellness-illness, communication, caring interventions, managing care, safety, and advocacy. Upon 
completion, students should be able to provide safe nursing care incorporating the concepts identified in this course. 


NUR 114 Holistic Health Concepts 3 0 6 5 
Prerequisites: NUR 111, NUR 112, NUR 113 
Corequisites: SOC 210, NUR, 211, NUR 212 


This course is designed to further develop the concepts within the three domains of the individual, healthcare, and nursing. 
Emphasis is placed on the concepts of cellular regulation, perfusion, inflammation, sensory perception, stress/coping, 
mood/affect, cognition, self, violence, health-wellness-illness, professional behaviors, caring interventions, and safety. Upon 
completion, students should be able to provide safe nursing care incorporating the concepts identified in this course. 


NUR 211 Health Care Concepts 3 0 6 5 
Prerequisites: NUR 111, NUR 112, NUR 113 
Corequisites: | SOC 210, NUR 114, NUR 212 


This course is designed to further develop the concepts within the three domains of the individual, healthcare, and nursing. 
Emphasis is placed on the concepts of cellular regulation, perfusion, infection, immunity, mobility, comfort, behaviors, 
health-wellness-illness, clinical decision-making, caring interventions, managing care, and safety. Upon completion, students 
should be able to provide safe nursing care incorporating the concepts identified in this course. 


NUR 212 Health System Concepts 3) 0 6 5 
Prerequisites: NUR 111, NUR 112, NUR 113 
Corequisites: SOC 210, NUR 114, NUR 211 


This course is designed to further develop the concepts within the three domains of the individual, healthcare, and nursing. 
Emphasis is placed on the concepts of grief/loss, violence, health-wellness-illness, collaboration, managing cate, safety, 
advocacy, legal issues, policy, healthcare systems, ethics, accountability, and evidence-based practice. Upon completion, 
students should be able to provide safe nursing care incorporating the concepts identified in this course. 


NUR 213 Complex Health Concepts 4 3 15 10 
Prerequisites: NUR 111 
Corequisites: | HUM 115, CIS 110, ENG-112/113/114, NUR 112, NUR 113, NUR 114, NUR 211, and NUR 212 


This course is designed to assimilate the concepts within the three domains of the individual, healthcare, and nursing. 
Emphasis is placed on the concepts of fluid/electrolytes, metabolism, perfusion, mobility, stress/coping, violence, health- 
wellness-illness, professional behaviors, caring interventions, managing care, healthcare systems, and quality improvement. 
Upon completion, students should be able to demonstrate the knowledge, skills, and attitudes necessary to provide quality, 
individualized, entry level nursing care. 


Office Systems Technology 


OST 122 Office Computations 1 2 2 
Prerequisites: None 
Corequisites: None 


This course introduces the keypad and the touch method using the electronic calculator. Topics include mathematical 
functions in business applications. Upon completion, students should be able to use the electronic calculator to solve a wide 
vatiety of problems commonly encountered in business. 
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OST 131 Keyboarding 1 2 0 2 
Prerequisites: None 
Corequisites: None 


This course covers basic keyboarding skills. Emphasis is placed on the touch system, correct techniques, and development of 
speed and accuracy. Upon completion, students should be able to key at an acceptable speed and accuracy level using the 
touch system. 


OST 134 Text Entry & Formatting 2 Ds 0 3 
Prerequisites: OST 181 
Corequisites: None 


This course is designed to provide skills needed to increase speed, improve accuracy, and format documents. Topics include 
letters, memos, tables, and business reports. Upon completion, students should be able to produce documents and key timed 
writings at speeds commensurate with employability. 


OST 135 Advanced Text Entry & Format 6) 2 0 4 
Prerequisites: OST 134 
Corequisites: None 


This course is designed to incorporate computer application skills in the generation of office documents. Emphasis is placed 
on advanced document production. Upon completion, students should be able to make independent decisions regarding 
planning, style, and method of presentation. 


OST 136 Word Processing 2 Z 0 3 
Prerequisites: OST 
Corequisites: None 


This course is designed to introduce word processing concepts and applications. Topics include preparation of a variety of 
documents and mastery of specialized software functions. Upon completion, students should be able to work effectively in a 
computerized word processing environment. 


OST 148 Medical Coding Billing & Insurance 3 0 0 5 
Prerequisites: None 
Corequisites: None 


This course introduces fundamentals of medical coding, billing, and insurance. Emphasis is placed on the medical billing 
cycle to include third party payers, coding concepts, and form preparation. Upon completion, students should be able to 
explain the life cycle of and accurately complete a medical insurance claim. 


OST 149 Medical Legal Issues 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the complex legal, moral, and ethical issues involved in providing health-care services. Emphasis is 
placed on the legal requirements of medical practices; the relationship of physician, patient, and office personnel; professional 
liabilities; and medical practice liability. Upon completion, students should be able to demonstrate a working knowledge of 
current medical law and accepted ethical behavior. 


OST 164 Text Editing Applications D 0 0 3 
Prerequisites: None 
Corequisites: None 


This course provides a comprehensive study of editing skills needed in the workplace. Emphasis is placed on grammar, 
punctuation, sentence structure, proofreading, and editing. Upon completion, students should be able to use reference 
materials to compose and edit text. 
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OST 184 Records Management A 2 0 3 
Prerequisites: None 
Corequisites: None 


This course includes the creation, maintenance, protection, security, and disposition of records stored in a variety of media 
forms. Topics include alphabetic, geographic, subject, and numeric filing methods. Upon completion, students should be 
able to set up and maintain a records management system. 


OST 223 Admin Office Transcript I 2 2 0 3 
Prerequisites: OST 164; and OST 134 or OST 136 
Corequisites: None 


This course provides experience in transcribing documents. Emphasis is placed on appropriate formatting, advanced text 
editing skills, and transcription techniques. Upon completion, students should be able to transcribe office documents. 


OST 236 Adv Word/Information Proc 2 2 0 3 
Prerequisites: OST 136 
Corequisites: None 


This course develops proficiency in the utilization of advanced word/information processing functions. Emphasis is placed 
on advanced word processing features. Upon completion, students should be able to produce a variety of complex business 
documents. 


OST 241 Medical Ofc Transcription I 1 2 0 2 
Prerequisites: MED 121 or OST 141 
Corequisites: None 


This course introduces machine transcription techniques as applied to medical documents. Emphasis is placed on accurate 
transcription, proofreading, and use of reference materials as well as vocabulary building. Upon completion, students should 
be able to prepare accurate and usable transcripts of voice recordings in the covered specialties. 


OST 242 Medical Ofc Transcription II 1 2 0 2 
Prerequisites: MED 121 or OST 141 
Corequisites: None 


This course continues building transcription techniques as applied to medical documents. Emphasis is placed on accurate 
transcription and text editing, efficient use of reference materials, increasing transcription speed and accuracy, and improving 
understanding of medical terminology. Upon completion, students should be able to display competency in accurately 
transcribing medical documents. 


OST 243 Med Office Simulation 2 2 0 3 
Prerequisites: OST 148 
Corequisites: None 


This course introduces medical systems used to process information in the automated office. Topics include traditional and 
electronic information resources, storing and retrieving information, and the billing cycle. Upon completion, students should 
be able to use the computer accurately to schedule, bill, update, and make corrections. 


OST 284 Emerging Technologies 1 2 0 2 
Prerequisites: OST 131 and CIS 110 
Corequisites: None 


This course provides opportunities to explore emerging technologies. Emphasis is placed on identifying, researching, and 
presenting current technological topics for class consideration and discussion. Upon completion, students should be able to 
understand the importance of keeping abreast of technological changes that affect the office professional. 
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OST 289 Administrative Office Mgt 2 2 0 3 
Prerequisites: OST 164 and either OST 134 or OST 136 
Corequisites: None 


This course is designed to be a capstone course for the office professional and provides a working knowledge of modern 
office procedures. Emphasis is placed on scheduling, telephone procedures, travel arrangements, event planning, office 
design, and ergonomics. Upon completion, students should be able to adapt in an office environment. 


Physical Education 

PED 110 Fit and Well for Life 1 2s 0 2 
Prerequisites: None 

Corequisites: None 


This course is designed to investigate and apply the basic concepts and principles of lifetime physical fitness and other health- 
related factors. Emphasis is placed on wellness through the study of nutrition, weight control, stress management, and 
consumer facts on exercise and fitness. Upon completion, students should be able to plan a personal, lifelong fitness 
program based on individual needs, abilities, and interests. This course has been approved to satisfy the Comprehensive Articulation 
Agreement for transferability as a premajor and/or elective course requirement. 


PED 117 Weight Training I 0 3 0 1 
Prerequisites: None 
Corequisites: None 


This course introduces the basics of weight training. Emphasis is placed on developing muscular strength, muscular 
endurance, and muscle tone. Upon completion, students should be able to establish and implement a personal weight 
training program. This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or 
elective course requirement. 


PED 120 Walking for Fitness 0 3 0 1 
Prerequisites: None 
Corequisites: None 


This course introduces fitness through walking. Emphasis is placed on stretching, conditioning exercises, proper clothing, 
fluid needs, and injury prevention. Upon completion, students should be able to participate in a recreational walking 
program. This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective 
course requirement. 


PED 138 Archery 0 2 0 1 
Prerequisites: None 
Corequisites: None 


This course introduces basic archery safety and skills. Topics include proper techniques of stance, bracing, drawing, and 
releasing as well as terminology and scoring. Upon completion, students should be able to participate safely in target archery. 
This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective course 
requirement. 


PED 142 Lifetime Sports 0 Z 0 1 
Prerequisites: None 
Corequisites: None 


This course is designed to give an overview of a variety of sports activities. Emphasis is placed on the skills and rules 
necessary to participate in a variety of lifetime sports. Upon completion, students should be able to demonstrate an 
awareness of the importance of participating in lifetime sports activities. Thzs course has been approved to satisfy the Comprehensive 
Articulation Agreement for transferability as a premajor and/or elective course requirement. 
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PED 143 Volleyball-Beginning 0 Ys 0 1 
Prerequisites: None 
Corequisites: None 


This course covers the fundamentals of volleyball. Emphasis is placed on the basics of serving, passing, setting, spiking, 
blocking, and the rules and etiquette of volleyball. Upon completion, students should be able to participate in recreational 
volleyball. This course has been approved to satisfy the Comprehensive Articulation Agreement for transferability as a premajor and/or elective 
course requirement. 


PHI 240 Introduction to Ethics g 0 0 3 
Prerequisites: ENG 111 
Corequisites: None 


This course introduces theories about the nature and foundations of moral judgments and applications to 
contemporary moral issues. Emphasis is placed on moral theories such as consequentialism, deontology, and virtue 
ethics. Upon completion, students should be able to apply various ethical theories to moral issues such as abortion, 
capital punishment, poverty, war, terrorism, the treatment of animals, and issues arising from new technologies. 
This course has been approved for transfer under the CAA as a general education course in Humanities/ Fine Arts. This course has been 
approved for transfer under the ICAA as a general education course in Humanities/ Fine Arts. This is a Universal General Education 
Transfer Component (UGETC) course. 


Physics 

PHY-110 Conceptual Physics 3) 0 0 s) 
Prerequisites None 

Corequisites None 


This course provides a conceptually-based exposure to the fundamental principles and processes of the physical world. 
Topics include basic concepts of motion, forces, energy, heat, electricity, magnetism, and the structure of matter and the 
universe. Upon completion, students should be able to describe examples and applications of the principles studied. 


PHY 131 Physics-Mechanics 3 Z 0 4 
Prerequisites: MAT 121 or MAT 171 
Corequisites: None 


This algebra/trigonometry-based course introduces fundamental physical concepts as applied to engineering technology 
fields. Topics include systems of units, problem-solving methods, graphical analysis, vectors, motion, forces, Newton's laws 
of motion, work, energy, power, momentum, and properties of matter. Upon completion, students should be able to apply 
the principles studied to applications in engineering technology fields. 


Packaging 

PKG 130 Basic Electronics 1 3 0 2 
Prerequisites: None 

Corequisites: None 


This course covers the basic electronic components of industrial systems. Topics include safety, PC boards, diodes, power 
supplies, transducers, transistors, SCRs, Triacs, amplifiers, FETs, ICs, fiber optics, and other related topics. Upon | 
completion, students should be able to demonstrate a working knowledge of basic interfacing and controls associated with 
industrial machinery electronics. 


Political Science 


POL 120 American Government 2 0 0 3 
Prerequisites: None 
Corequisites: None 


This course is a study of the origins, development, structure, and functions of American national government. Topics 
include the constitutional framework, federalism, the three branches of government including the bureaucracy, civil rights and 
liberties, political participation and behavior, and policy formation. Upon completion, students should be able to 
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demonstrate an understanding of the basic concepts and participatory processes of the American political system. This course 
has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in social] behavioral sciences. This is 
a Universal General Education Transfer Component (UGETC) course for Associate in Art and Associate in 
Science. 


Psychology 

PSY 101 Applied Psychology 3 0 0 3 
Prerequisites: DRE-097 or ENG-085 or RED 080 

Corequisites: None 


This course introduces the basic principles of psychology as they apply to daily life. Topics include perception, emotions, 
motivation, adjustment, behavior management, communication, and related topics that promote growth and development on 
the job and in one's personal life. Upon completion, students should be able to apply the principles learned in this class to 
everyday living. Tes course is intended for diploma programs. 


PSY 110 Life Span Development 3) 0 0 ) 
Prerequisites: DRE-098 or ENG-095 or RED 090 
Corequisites: None 


This course provides an introduction to the study of human growth and development. Emphasis is placed on the physical, 
cognitive, and psychosocial aspects of development from conception to death. Upon completion, students should be able to 
demonstrate knowledge of development across the life span and apply this knowledge to their specific field of study. 


PSY 141 Psychology of Death and Dying 3 0 0 3 
Prerequisites: DRE-098 or ENG-095 or RED 090 
Corequisites: None 


This course presents psychological perspectives on death and dying. Topics include the culturally diverse aspects of death 
and the grieving process, adjustment mechanisms, interventions, and the psychological and ethical dimensions of death and 
dying. Upon completion, students should be able to demonstrate an understanding of the psychosocial aspects of death and 
dying. 


PSY 150 General Psychology 3 0 0 } 
Prerequisites: DRE-098 or ENG-095 or RED 090 
Corequisites: None 


This course provides an overview of the scientific study of human behavior. Topics include history, methodology, 
biopsychology, sensation, perception, learning, motivation, cognition, abnormal behavior, personality theory, social 
psychology, and other relevant topics. Upon completion, students should be able to demonstrate a basic knowledge of the 
science of psychology. This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement 
in social! behavioral sciences. This is a Universal General Education Transfer Component (UGETC) course for Associate 
in Art and Associate in Science. 


PSY i237 Social Psychology 3 0 0 3 
Prerequisites: PSY 150 or SOC 210 
Corequisites: None 


This course introduces the study of individual behavior within social contexts. Topics include affiliation, attitude formation 
and change, conformity, altruism, aggression, attribution, interpersonal attraction, and group behavior. Upon completion, 
students should be able to demonstrate an understanding of the basic principles of social influences on behavior. This course 
has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in social/ behavioral sciences. 
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PSY 241 Developmental Psychology 3 0 0 3 
Prerequisites: PSY 150 
Corequisites: None 


This course is a study of human growth and development. Emphasis is placed on major theories and perspectives as they 
relate to the physical, cognitive, and psychosocial aspects of development from conception to death. Upon completion, 
students should be able to demonstrate knowledge of development across the life span. This course has been approved to satisfy the 
Comprehensive Articulation Agreement general education core requirement in social/ behavioral sciences. 


PSY 244 Child Development I 5 0 0 3 
Prerequisites: None 
Corequisites: None 


This course provides an introduction to the study of child development and examines the growth and development of 
children from conception through early childhood. Topics include historical and theoretical perspectives, terminology, 
research and observation techniques as well as physical, cognitive, and psychosocial growth and change. Upon completion, 
students should be able to demonstrate an understanding of the early stages of child development. 


PSY 245 Child Development I 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course examines the growth and development of children during early and middle childhood. Emphasis is placed on 
factors influencing physical, cognitive, and psychosocial growth and change. Upon completion, students should be able to 
demonstrate an understanding of early and middle child development. 


PSY¥.259 Human Sexuality 3 0 0 %) 
Prerequisites: PSY 150 
Corequisites: None 


This course provides the biological, psychological, and sociocultural aspects of human sexuality and related research. Topics 
include reproductive biology, sexual and psychosexual development, sexual orientation, contraception, sexually transmitted 
diseases, sexual disorders, theories of sexuality, and related issues. Upon completion, students should be able to demonstrate 
an overall knowledge and understanding of human sexuality. This course has been approved to satisfy the Comprehensive Articulation 
Agreement for transferability as a premajor and/or elective course requirement. 


PSY 265 Behavioral Modification 3 0 0 3 
Prerequisites: PSY 150 
Corequisites: None 


This course is an applied study of factors influencing human behavior and strategies for behavioral change. Emphasis is 
placed on cognitive-behavioral theory, behavioral assessment, practical applications of conditioning techniques, and 
maintenance of adaptive behavior patterns. Upon completion, students should be able to implement basic learning principles 
to effect behavioral changes in self and others. 


PSY 281 Abnormal Psychology 2 0 0 3 
Prerequisites: PS Yst50 
Corequisites: None 


This course provides an examination of the various psychological disorders, as well as theoretical, clinical, and experimental 
perspectives of the study of psychopathology. Emphasis is placed on terminology, classification, etiology, assessment, and 
treatment of the major disorders. Upon completion, students should be able to distinguish between normal and abnormal 
behavior patterns as well as demonstrate knowledge of etiology, symptoms, and therapeutic techniques. This course has been 
approved to satisfy the Comprehensive Articulation Agreement general education core requirement in social/ behavioral sciences. 


Religion 


REL 110 World Religions 3) 0 0 3 
Prerequisites: DRE-098 or ENG-095 or RED 090 
Corequisites: None 


This course introduces the world's major religious traditions. Topics include Primal religions, Hinduism, Buddhism, Islam, 
Judaism, and Christianity. Upon completion, students should be able to identify the origins, history, beliefs, and practices of 
the religions studied. This course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in 
humanities / fine arts. 


REL 211 Introduction to Old Testament 6 0 0 i) 
Prerequisites: DRE-098 or ENG-095 or RED 090 
Corequisites: None 


This course is a survey of the literature of the Hebrews with readings from the law, prophets, and other writings. Emphasis is 
placed on the use of literary, historical, archeological, and cultural analysis. Upon completion, students should be able to use 
the tools of critical analysis to read and understand Old Testament literature. This course has been approved to satisfy the 
Comprehensive Articulation Agreement general education core requirement in humanities/ fine arts. 


REL 212 Introduction to New Testament 3 0 0 3 
Prerequisites: DRE-098 or ENG-095 or RED 090 
Corequisites: None 


This course is a survey of the literature of first-century Christianity with readings from the gospels, Acts, and the Pauline and 
pastoral letters. Topics include the literary structure, audience, and religious perspective of the writings, as well as the 
historical and cultural context of the early Christian community. Upon completion, students should be able to use the tools 
of critical analysis to read and understand New Testament literature. Thes course has been approved to satisfy the Comprehensive 
Articulation Agreement general education core requirement in humanities / fine arts. 


Substance Abuse 


SAB 135 Addictive Process 6 0 0 3 
Prerequisites: None 
Corequisites: None 


This course explores the physical, emotional, psychological, and cultural aspects of the addictive process. Emphasis is placed 
on addictions to food, sex, alcohol, drugs, work, gambling, and relationships. Upon completion, students should be able to 
identify the effects, prevention strategies, and treatment methods associated with addictive disorders. 


Information Systems Security 


SEC 110 Security Concepts 3 0 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the concepts and issues related to securing information systems and the development of policies to 
implement information security controls. Topics include the historical view of networking and security, security issues, 
trends, security resources, and the role of policy, people, and processes in information security. Upon completion, students 
should be able to identify information security risks, create an information security policy, and identify processes to 
implement and enforce policy. 


Sociology 

SOC 210 Introduction to Sociology 3 0 0 3 
Prerequisites: DRE-098 or ENG-095 or RED 090 

Corequisites: None 


This course introduces the scientific study of human society, culture, and social interactions. Topics include socialization, 
research methods, diversity and inequality, cooperation and conflict, social change, social institutions, and organizations. 
Upon completion, students should be able to demonstrate knowledge of sociological concepts as they apply to the interplay 


212 


among individuals, groups, and societies. This course has been approved to satisfy the Comprehensive Articulation Agreement general 
education core requirement in social/ behavioral sciences. This is a Universal General Education Transfer Component (UGETC) 
course tor Associate in Art and Associate in Science. 


SOC 213 Sociology of the Family 3 0 0 3 
Prerequisites: DRE-098 or ENG-095 or RED 090 
Corequisites: None 


This course covers the institution of the family and other intimate relationships. Emphasis is placed on mate selection, 
gender roles, sexuality, communication, power and conflict, parenthood, diverse lifestyles, divorce and remarriage, and 
economic issues. Upon completion, students should be able to analyze the family as a social institution and the social forces 
which influence its development and change. This course has been approved to satisfy the Comprehensive Articulation Agreement general 
education core requirement in social/ behavioral sciences. 


SOC 220 Social Problems 3 0 0 3 
Prerequisites: DRE-098 or ENG-095 or RED 090 
Corequisites: None 


This course provides an in-depth study of current social problems. Emphasis is placed on causes, consequences, and possible 
solutions to problems associated with families, schools, workplaces, communities, and the environment. Upon completion, 
students should be able to recognize, define, analyze, and propose solutions to these problems. This course has been approved to 
sataspy the Comprehensive Articulation Agreement general education core requirement in social] behavioral sciences. 


SOC 225 Social Diversity 3 0 0 3 
Prerequisites: DRE-098 or ENG-095 or RED 090 
Corequisites: None 


This course provides a comparison of diverse roles, interests, opportunities, contributions, and experiences in social life. 
Topics include race, ethnicity, gender, sexual orientation, class, and religion. Upon completion, students should be able to 
analyze how cultural and ethnic differences evolve and how they affect personality development, values, and tolerance. This 
course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in social/ behavioral sciences. 


Spanish 

SPA 111 Elementary Spanish I 3 0 0 3 
Prerequisites: None 

Corequisites: None 


This course introduces the fundamental elements of the Spanish language within a cultural context. Emphasis is placed on 
the development of basic listening, speaking, reading, and writing skills. Upon completion, students should be able to . 
comprehend and respond with grammatical accuracy to spoken and written Spanish and demonstrate cultural awareness. This 
course has been approved to satisfy the Comprehensive Articulation Agreement general education core requirement in humanities/ fine arts. 


SPA 112 Elementary Spanish II 8 0 0 3 
Prerequisites: SPAT 
Corequisites: None 


This course is a continuation of SPA 111 focusing on the fundamental elements of the Spanish language within a cultural 
context. Emphasis is placed on the progressive development of listening, speaking, reading, and writing skills. Upon 
completion, students should be able to comprehend and respond with increasing proficiency to spoken and written Spanish 
and demonstrate further cultural awareness. This course has been approved to satisfy the Comprehensive Articulation Agreement general 
education core requirement in humanities/ fine arts. 
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Work-Based Learning (formerly Cooperative Education) 


WBL 110 World of Work 1 0 0 1 
Prerequisites: None 
Corequisites: None 


This course covers basic knowledge necessary for gaining and maintaining employment. Topics include job search skills, 
work ethic, meeting employer expectations, workplace safety, and human relations. Upon completion, students should be 
able to successfully make the transition from school to work. 


WBL 111 Work-Based Learning I 0 0 10 1 
Prerequisites: None 
Corequisites: None 


This course provides work-based learning experience with a college-approved employer in an area related to the student's 
program of study. Emphasis is placed on integrating classroom learning with related work experience. Upon completion, 
students should be able to evaluate career selection, demonstrate employability skills, and satisfactorily perform work-related 
competencies. 


WBL 112 Work-Based Learning I 0 0 20 2 
Prerequisites: None 
Corequisites: None 


This course provides work-based learning experience with a college-approved employer in an area related to the student's 
program of study. Emphasis is placed on integrating classroom learning with related work experience. Upon completion, 
students should be able to evaluate career selection, demonstrate employability skills, and satisfactorily perform work-related 
competencies. 


WBL 121 Work-Based Learning II 0 0 10 1 
Prerequisites: None 
Corequisites: None 


This course provides work-based learning experience with a college-approved employer in an area related to the student's 
program of study. Emphasis is placed on integrating classroom learning with related work experience. Upon completion, 
students should be able to evaluate career selection, demonstrate employability skills, and satisfactorily perform work-related 
competencies. 


WBL 122 Work-Based Learning II 0 0 20 2 
Prerequisites: None 
Corequisites: None 


This course provides work-based learning experience with a college-approved employer in an area related to the student's 
program of study. Emphasis is placed on integrating classroom learning with related work experience. Upon completion, 
students should be able to evaluate career selection, demonstrate employability skills, and satisfactorily perform work-related 
competencies. 


Web Technologies 

WEB 110 Internet/Web Fundamentals 2 2 0 3 
Prerequisites: None 

Corequisites: None 


This course introduces World Wide Web Consortium (W3C) standard markup language and services of the Internet. Topics 
include creating web pages, search engines, FTP, and other related topics. Upon completion, students should be able to 
deploy a hand-coded website created with mark-up language, and effectively use and understand the function of search 
engines. 
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WEB 115 Web Markup and Scripting eZ 2 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces Worldwide Web Consortium (W3C) standard client-side Internet programming using industry- 
established practices. Topics include JavaScript, markup elements, stylesheets, validation, accessibility, standards, and 
browsers. Upon completion, students should be able to develop hand-coded web pages using current markup standards. 


WEB 120 Introduction to Internet Multimedia 2 2 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the creation of rich media for the Internet. Topics include the design, production and delivery of 
interactive content, rich media, digital video, and digital audio. Upon completion, students should be able to create 
multimedia projects incorporating graphics, text, video, and audio using industry standard authoring software or web 
standards. 


WEB 140 Web Development Tools ps 2 0 3 
Prerequisites: None 
Corequisites: None 


This course provides an introduction to web development software suites. Topics include the creation of web sites and 
applets using web development software. Upon completion, students should be able to create entire web sites and 
supporting applets. 


WEB 210 Web Design 2 2 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces intermediate to advanced web design techniques. Topics include customer expectations, advanced 
markup language, multimedia technologies, usability and accessibility practices, and techniques for the evaluation of web 
design. Upon completion, students should be able to employ advanced design techniques to create high impact and highly 
functional web sites. 


WEB 230 Implementing Web Server 2 2 0 5) 
Prerequisites: NET 110 or NET 125 
Corequisites: None 


This course covers website and web server architecture. Topics include installation, configuration, administration, and 
security of web servers, services and sites. Upon completion, students should be able to effectively manage the web services 
deployment lifecycle according to industry standards. 


WEB 250 Database Driven Websites 2 2 0 3 
Prerequisites: DBA 110 or WEB 140 
Corequisites: None 


This course introduces dynamic (database-driven) website development. Topics include the use of basic database CRUD 
statements (create, read, update and delete) incorporated into web applications, as well as in software architecture principles. 
Upon completion, students should be able to design and develop database driven web applications according to industry 
standards. 
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WEB 285 Emerging Web Technologies 2 2 0 3 
Prerequisites: None 
Corequisites: None 


This course will explore, discuss, and research emerging technologies in the web arena. Emphasis is placed on exposure to 
up-and-coming technologies relating to the web, providing hands-on experience, and discussion of practical implications of 
these emerging fields. Upon completion, students should be able to articulate issues relating to these technologies. 


WEB 289 Internet Technologies Project 1 4 0 3 
Prerequisites: WEB 230 and WEB 250 
Corequisites: None 


This course provides an opportunity to complete a significant Web technologies project from the design phase through 
implementation with minimal instructor support. Emphasis is placed on project definition, documentation, installation, 
testing, presentation, and training. Upon completion, students should be able to complete an Internet project from the 
definition phase through implementation. 


Welding 

WLD 110 Cutting Processes 1 3 0 es 
Prerequisites: None 

Corequisites: None 


This course introduces oxy-fuel and plasma-arc cutting systems. Topics include safety, proper equipment setup, and 
operation of oxy-fuel and plasma-arc cutting equipment with emphasis on straight line, curve and bevel cutting. Upon 
completion, students should be able to oxy-fuel and plasma-arc cut metals of varying thickness. 


WLD 112 Basic Welding Processes i 2 0 2 
Prerequisites: None 
Corequisites: None 


This course introduces basic welding and cutting. Emphasis is placed on beads applied with gases, mild steel fillers, and 
electrodes and the capillary action of solder. Upon completion, students should be able to set up welding and oxy-fuel 
equipment and perform welding, brazing, and soldering processes. 


WLD 113 Soldering and Brazing 2 0 2 
Prerequisites: None 
Corequisites: None 


This course covers procedures for cutting, soldering and brazing of pipe and tubing. Topics include safety, proper equipment 
setup, and operation of soldering and brazing equipment. Upon completion, students should be able to solder and braze pipe, 
tubing, and fittings in various positions. 


WLD 115 SMAW (Stick) Plate Z 9 0 5 
Prerequisites: None 
Corequisites: None 


This course introduces the shielded metal arc (stick) welding process. Emphasis is placed on padding, fillet, and groove welds 
in various positions with SMAW electrodes. Upon completion, students should be able to perform SMAW fillet and groove 
welds on carbon plate with prescribed electrodes. 


WLD 116 SMAW (Stick) Plate/Pipe 1 3) 0 4 
Prerequisites: WLD 115 
Corequisites: None 


This course is designed to enhance skills with the shielded metal arc (stick) welding process. Emphasis is placed on 
advancing manipulative skills with SMAW electrodes on varying joint geometry. Upon completion, students should be able 
to perform groove welds on carbon steel with prescribed electrodes in the flat, horizontal, vertical, and overhead positions. 
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WLD 117 Industrial SMAW 1 4 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the SMAW (stick) process for joining carbon steel components for industrial applications. Topics 
include padding, fillet, and groove welds in various positions with SMAW electrodes. Upon completion, student should be 
able to safely perform SMAW fillet and groove welds on carbon steel plate with prescribed electrodes. 


WLD 121 GMAW (MIG) FCAW/Plate Q 6 0 4 
Prerequisites: None 
Corequisites: None 


This course introduces metal arc welding and flux core atc welding processes. Topics include equipment setup and fillet and 
groove welds with emphasis on application of GMAW and FCAW electrodes on carbon steel plate. Upon completion, 
students should be able to perform fillet welds on carbon steel with prescribed electrodes in the flat, horizontal, and overhead 
positions. 


WLD 131 GTAW (TIG) Plate a 6 0 4 
Prerequisites: None 
Corequisites: None 


This course introduces the gas tungsten arc (TIG) welding process. Topics include correct selection of tungsten, polarity, gas, 
and proper filler rod with emphasis placed on safety, equipment setup, and welding techniques. Upon completion, students 
should be able to perform GTAW fillet and groove welds with various electrodes and filler materials. 


WLD 132 GTAW (TIG) Plate/Pipe 1 6 0 3 
Prerequisites: WLD 131 
Corequisites: None 


This course is designed to enhance skills with the gas tungsten arc ([1G) welding process. Topics include setup, joint 
preparation, and electrode selection with emphasis on manipulative skills in all welding positions on plate and pipe. Upon 
completion, students should be able to perform GTAW welds with prescribed electrodes and filler materials on various joint 


geometry. 


WLD 141 Symbols & Specifications 2 2 0 3 
Prerequisites: None 
Corequisites: None 


This course introduces the basic symbols and specifications used in welding. Emphasis is placed on interpretation of lines, 
notes, welding symbols, and specifications. Upon completion, students should be able to read and interpret symbols and 
specifications commonly used in welding. 


Pi 


FULL-TIME PERSONNEL 


FACULTY 


Dr? Linda Br Alexanders19 30) ries erteesscess: Acting Division Director, College Transfer /Faculty, Mathematics 
B.A. in Mathematics and B.A. in Computer Science (1982); 

M.A. in Mathematics (1984), East Carolina University; 

PhD in Adult and Community College Education (2008), NC State University 


TeikeshiaM: Archter(l099) ieee ts.ctecesceressrsersssrcsennens: Division Director, Public Services/Computer Technologies 
B.S. in Computer Science (1994), Winston-Salem State University; 
M.S. in Instructional Technology (2003), East Carolina University 


Carmen QUASkewa(L0 00 temic: een mn tute sewn met rane otcserr tare acer eae Faculty, Associate Degree Nursing 
A.A.S. in Nursing (1974), John Tyler Community College; 
B.S. in Nursing (1996), M.A.Ed. (2004), East Carolina University 


Kimberlyel]” Bazemoren( (oo Lee ierstcn cratic: cstctseersrtransnsgeses Program Coordinator, Human Services Technology 
A.A.S. in Administrative Office Technology, Roanoke-Chowan Community College; 

B.S.W. in Social Work (2002), East Carolina University; 

M.S. in Counseling Services (2009), Capella University 


Karen Re Belli(20 [4 yen is setcessertret rcetanctsran:scatsecetesstessrseser csteaent se" Program Coordinator, Criminal Justice Technology 
A.A.S. in Administration of Justice (2002), Tidewater Community College; 

B.S. in Organizational Leadership (2004), Regent University; 

M.S. in Administration of Justice and Security (2011), University of Phoenix 


Dr. Jeanne: Ey Blevins 2O0Q) Tremere etn csercest, cette Faculty, English / Special Projects Coordinator for ARC 
B.S. in Elementary Ed w/ Certification in Secondary English (1971), Old Dominion University; 

M.Ed. in Elementary Education (1972), University of Virginia; 

Courses in Supervision and Administration (1973-1980), University of Virginia; 

Ph.D. in Philosophy Teaching and Learning/Curriculum (1993), Auburn University 


Jamie N..Butns( 2002 cere tee eee et coe an eter ise rete atsnecs headers Program Coordinator, Allied Health 
A.AS. in Nursing (1982), Wilson County Technical Institute; 
Registered Nurse Certification in North Carolina (1982) 


Stella [Cameron (2009 Aire te eres ccrercarastscscdelseraeteesteosedownserssivectsssacvea ere ocsnses Faculty, Associate Degree Nursing 
B.S.N. (2005) and M.S.N. in Nursing Education (2008), Winston-Salem State University; 
Ph.D. in Philosophy Specialization in Nursing Education (2014), Capella University 


Sonya-P. Chamblee: Q002 eee re seraee rameter arm rssmracctrac tasesbe teats. <costsostrucoon Program Coordinator, Cosmetology 
Diploma in Cosmetology (1986), Roanoke-Chowan Community College; 

Cosmetologist License; 

Cosmetologist Teacher License, NC State Board of Cosmetic Art Examiners 


MeredythiS; Corey] 2 ertereee cartier eeccattrre hte irs cues netates teh Faculty, Associate Degree Nursing 
B.S. in History (1998), Chowan University; 

A.D.N. in Nursing (2000), Roanoke-Chowan Community College; 

M.S.N. in Nursing Education (2009), Walden University 
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pictonb. Davidson’ COON. ech L meatal mnie Ans AoA. Program Coordinator, Welding Technology 
Diploma in Structural and Pipe Welding (1986), Alabama Aviation & Technical College; 
A.W.S. Certified Welder 


poann ey eloatch (200231... f0 208 sates teal Nl ett Division Director, Business/ Vocational Technologies 
B.S. in Secondary Education (1993), Elizabeth City State University; 

Tele-Learning Certificate from East Carolina University; 

M.S. in Vocational Education (1997), East Carolina University 


Bt eI SOT OG eh ee arate accatcascctscsundohdarsasts gipbvciidncshnsentascbinusneonescusssbnabsvessdeds Department Chair, English 
B.S. in Journalism - Public Relations w/minor in English-Technical Writing (1993), Radford University; 
M.A. in English (2000), East Carolina University 


RE 00) ey ren ecco oct cece s acs sede ocn, oak dic ccs cichshdessdons>vanesoeeas Faculty, Social Science 
B.A. in Psychology (1974), East Carolina University; 
M.A. in Psychology (1979), California School of Professional Psychology 


Re ee wl AGIs! [ts (ZOO am.) keraeeen eseeee eteeeece eat ceeesc SLE Ness olescksddetletedascticbecs Department Chair, Social Science 
B.A. in Sociology with minor in Criminal Justice (1975), North Carolina State University; 
M.A. in History with graduate minor in Sociology and Political Science (1994), Virginia State University 


ane rea (70) 14) BT cpctaee hs. oe tate ele teen. Faculty, Cosmetology Technology 
Roanoke-Chowan Community College; 

Cosmetologist License; 

Cosmetologist Teacher License, NC State Board of Cosmetic Art Examiners 


ie mitiae a ee@amien( 200 Si 2eaeccies I eae Program Coordinator, Industrial Systems Technology 
A.A.S. in Electronic Technology (1976), Roanoke-Chowan Community College 


na Nt 2) Eo severe depute manana: aesesesqepeasrsnxcnsadedeadcsnacersaaavancordavsnsssevvartecacnuvters¥arseots Faculty, Welding Technology 
Diploma in Welding Technology (2013), Roanoke-Chowan Community College 


i eetrea anion ty( 21h) axbeseteiedate a strate moneys totis cmacea fan ede ceor dessa che AIN cchatabencecestovecnosnconss Faculty, Associate Degree Nursing 
B.S. in Nursing (1996), North Carolina Central University; 
M.S. in Nursing (2010), Hampton University 


Miehacl Lassiter\(2008) Cs conceals Bi Bl c.csionsnecetnetine Faculty, Air Conditioning, Heating, & Refrigeration 


AHR Diploma (1996), Roanoke-Chowan Community College 
ARI/ICE Certified (Residential Commercial) 
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Justin R. McKeithan (2007) -eesssesssesssessssesessseecesseccencecnnsennsecssssssssssennesennseenanseen Program Coordinator, Web Technology 
A.AS. in Advertising & Graphic Design (2005), Pitt Community College 
Bachelor of Fine Arts in Visual Communications: Web Design (2011), American Intercontinental University 


James E. Messer (2006)...sssccsssecrssccssersseessssessssecessnecsssecceuncecnnsccnscssssccsssccsnescanscerasscqassannnseennstee Department Chair, Fine Arts 
A.A.S. in College Transfer (1987), Mitchell Community College; 

Bachelor of Fine Art (1989), Virginia Commonwealth University; 

Master of Fine Arts (1991), Florida State University 


Audrey A. Moore (2003)...sssesseesseecsersecnseessessessssssnecsnecnnecesecaneceneccnccnsecascenscesseetscensce Faculty, Early Childhood Education 
A.AS. in Early Childhood (1976), Roanoke-Chowan Community College; 

B.S.Ed. in Early Childhood Education (1979), Elizabeth City State University, 

M.A.Ed. (2006); Cambridge College 


John L. Mulder, Jr. (2006)......-..sss00 Program Coordinator, Air Conditioning, Heating, & Refrigeration Technology 
Certificate in AHR (2002), Roanoke-Chowan Community College; 

Diploma in AHR (2003); 

(2002) NC State Board Certificate as Universal Technician, 

(2003) Certificate in Residential A/C & Heating; 

(2007) NATE Certification 

ARI/ICE Certified (Residential and Commercial) 

401A Certified (Reftigerant Handling) 

A.AS in Air Conditioning, Heating, & Refrigeration (2011), Pitt Community College 


Deboria B. Outlaw (2004) ou... sssscessccccsccnssesseneseesesesssesesscssessosseres Program Coordinator, Early Childhood Education 
B.A. in Public Relations (1994), North Carolina A & T State University; 

B.S. in Child Development (2003), East Carolina University 

MAED in Early Childhood Education (2009), University of Phoenix 


Dr Peter Relleoritn (204 iris crccererese holies neti renrem oie Demian ems Bete ee hehe bon Faculty, English 
B.A. in English (1985), Nicholls State University; 

M.A. in English (1988), University of Louisiana, Lafayette; 

Pd.D. in Philosophy in English (1999), University of Louisiana, Lafayette 


Fannie Pugh (2013)... cssssesssssessessecseessessecnecesessecseessesseesessssssesssenecsecssceseanecnecnsenscencenecnecanececs Department Chair, Mathematics 
B.S. in Mathematics (1980), Fayetteville State University; 
M.A. in Mathematics (2010), Jackson State University 


Joseph Rampersad (2009) ...ccsecsescersscsessecectenecsseessessssssssneaeasseneneans Department Chair, Health & Physical Education 
B.S. in Graphic Communications (2006), Chowan University 

M.Ed. in Leadership of Educational Organizations (2009), ATU 

18 Graduate Hours in Health & P.E. (2011), Walden University 


Crystal Saunders (2003).....ssssssssecsesscsssreersenssssscssensesssssessssseneescensencenecassnsanenns Department Chair/Faculty, Natural Sciences 
B.S. in Biology (1993), Elizabeth City State University; 
MSS. in Biology (2001), Hampton University 


LaToya F. Stephenson (2011) ..cccscsecseeeereressessssessssessssaessenseeerseeeeseesseneeneeneaneenes Faculty, Business Administration 
B.S: in Interior Architecture (2008); UNC — Greensboro; 
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M.S. in Management (2010), Cambridge College 


te Vicholle: Watren (2011 \astadsunt ot A.B Lene. Program Director/Faculty, Associate Degree Nursing 
B.S.N. in Nursing (1990), East Carolina University; 

M.Ed. in Adult Education (2003), East Carolina University; 

M.S.N. in Nursing Education (2011), East Carolina University 


Pee eel a)eet ea tiara ee cere peed eee eed shed cleat Mah 2 ita Lak La Faculty, English 
B.A., English, 1985 — Pennsylvania State University, University Park, PA 
M.A., English, 2001 — Gannon University, Erie PA 


STAFF 

reer ee eter (20) 1A ae eee eee ett ROE, 2 LIAM das ccahdes chap esenchaubadbandsesinsssivl Ol Custodian Technician 
High School Diploma (1997), Hertford County High School 
ONCE TDS OL UNPAE TIN re OAL OA AAR: cots ka ee Student Records & Registration Technician 
A.A.S. in Office Administration (2011), Roanoke-Chowan Community College 
piiegie Moomed 2015) 1.0 matted. Administrative Assistant, Senior Dean of Instruction & Student Success 
A.A.S. in Business Administration (2006), Martin Community College 
A.A.S. in Accounting (2006), Martin Community College 

mR RT te ee) eM PGR, cc pect cetera PTR t es NI Eien doeel Micacscencscusecsscasenctsnensssdsovsnvasesosombsantosostoreete Librarian 
B.S. in Elementary Childhood Education (1991), East Carolina University 
M.L.S. in Library Science (1996), East Carolina University 
fea ers aE ICON( LODO (UNE) Set hit) et. 8 Sete oth Sol. 1. Ane oR E SD SNE aa ps aneseadectdetsescossssenasesarsaooes Financial Aid Technician 
Office Systems Technology Diploma (1992), ECPI; 
A.A.S. in Business Computer Programming (1994), Roanoke-Chowan Community College 
Brera REIS NIG) ce teccrersccr tne ssecmeot se eees se gsyactacneaseesecnox sewed aocnestonnssogtsnosGetanres devs yerdncesassaersonene Director, EMS Services 
EMT-B Certification; Level II Instructor/Coordinator 
Peeril Relavis (2013) iaeccnt.x eee ete occ et Mett rote ee acateenses Mail Services Courier/Print Shop Technician 
A.A.S. in Computer Information (2010), Roanoke-Chowan Community College 
eresatA. Drew (Q01 Vhs an centimeter eels Student Assistance/Records Aide, Student Support Services 
A.A.S. in Business Administration (2010), Roanoke-Chowan Community College 
Caen Betcha sl 99a cia tenee cet aee eee ENG F021 Metdrnowssstnreescecesesaternesereceresees Accounting Technician, Cashier 
A.A.S. in General Office Technology (1992), Roanoke-Chowan Community College 
Mildred T..Gatling (1980)... cuscs-:..<csone seer men eevanetal rer catertatne. tatycotr steraene LRC Technical/Public Services Specialist 
A.A.S. in General Office Technology (1980), Roanoke-Chowan Community College; 
Certificate in Library Public Service (2007), Central Carolina Community College 
Shirley W. Gay (1993) crcsssccsserssecssssssesssscsssessnsesseenecs Admin Asst. to the Dean of Workforce & Student Development/ 


Continuing Education Registrar 
B.S. in Business Administration (1985), Elizabeth City State University 
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Andrea Le Glaze (2012) even esteeeste coe ener ne ect e eens Neneeetre ete Coordinator, N.C. Back to Work/C.R.C. 
B.A.in Psychology (1999), Georgetown College; 
M.A. in Psychology (2001), Western Kentucky University; 


Beverly: GiGoodwitth( 19 Oi x Pees Mette es. ee cerscranstoettesescncscnntcaeecctsenserwes eM rez srste? Director, Assessment & Testing 
B.A. in Psychology (1987), 
M.S. in Rehab Studies-Counseling/Vocational Evaluation (2002), East Carolina University 


Crystaleblarris.(20 Wyre Ran, Perens tameetecscSeatPe i scscses. sovoracesseovas nussreraeassawaseaeevsestausentorsceraatraewease iat Financial Aid Director 
B.S. in Business Administration — Finance (2006), East Carolina University 


Reginald Harris (ZO 15) ie.ccscsrsnsscesssteteperromsarstecsererewers stan ccticcereseereseteeseecenedecercerss Student Support Services Counselor 
B.A. in Sociology and Criminal Justice (2007), Shaw University 
M.Ed. in Counseling (2014), American Public University 


Lewis C. Hogeard UT QOO7 Mecsas ssrsstetstsatcccctsenescectsrreiasss starve teceerereetrees: Davis Center Manager/HRD Coordinator 
B.S. in Sociology (1980), Elizabeth City State University 


Stacey Hoggard (2012) eer. or tecccuteeesssrestactrscactensatuetecs pere-scorsnsnescacessensceecttonstacesenee tater waren carene Financial Aid Technician 
B.S. in Accounting (2004), East Carolina University 


Haywartdibiumpbreyi@014 ieee n mer Mnee ence: cee meMs Rtessccscck sy yecstoccts sess cece Basis Skills Assessment Retention Specialist 
B.S. in Economics (1979), North Carolina A&T State University; 
M.S. in Project Management (1997), New Jersey Institute of Technology 


Johnny] oyner QU10 VE tami nenreimetrtes eit, Seta si Mhccn cx snssinoostiedters beoomnvedeaecotnees Chief, Campus Safety and Security 
Diploma (1991), Northampton County HS East 
Basic Law Enforcement Training Certificate (1998), Halifax Community College 


Walter Joynere(ZO013 Gen, 5 erates ceehach eastern Teceresstececnccatlote ches cost teseute te tenes sha <8 Director, Small Business Center 
B.A. in History (1975), Wake Forest University 


Teemaineikiwastlcpuil Q0QQi ere. cmutimat maton, Fe sscme sche ti carcren tye tense oatualadeteitoa0% Student Activities Coordinator/Recruiter 
B.S. in Business Administration, Marketing (2008), Elizabeth City State University 


TimothyLassiter) Sra(20i 5) everett cee chic cretebdn act treat setae eitcctu st Mca Seoct toakdiseenescccenteeseeal Plant Operations Foreman 
High School Diploma (1983), Ahoskie High School 


Dis Mary: FrLeearys QO0RG i a eyeeete: eee netics teste ean herr acre teeter th tees Ue wwtreetec tira sccccoes Director, Information Systems 
AAS in Microcomputer Systems, College of the Albemarle (1994) 

BS in Computer Science, Elizabeth City State University (2002), 

Ms. in Information Resource Management, Central Michigan University (2004), 

PhD in Leadership for Higher Education, Capella University (2010) 


Kit Ov Livernran, (1998) te acts ete eetieeen cbt lanteticnds tas oancstttaoead state Saeed Reh. Mewes sete, Seer senna Custodian Technician 
Air Conditioning, Heating & Refrigeration Diploma (1997), 

Carpentry Diploma (1997), 

Welding Diploma (2007), Welding Certificate (2007) Roanoke-Chowan Community College 


2D) 


a velo G0 ee eee eee ee ne Career Coach/Recruiter 
A.A.S. in Business (2002), Roanoke-Chowan Community College; 
B.S. in Business Administration (2009), Elizabeth City State University 


meme T.. Noel (1.978) essence MRI 005. cscsstcesecseeessiessnseecrtassunee een Director, Student Support Services 
B.A. in History (1971); 

M.Ed. in Counseling Ed w/minor in Ed. Admin. & Supervision (1984), NC State University; 

National Board for Certified Counselors, Inc. (NBCC) (1984); 

N.C. Board of Licensed Professional Counselors, (1985) 


Papier Ceiloores2012)1 Gx gindeaeen). ceriettninin alanine Library Acquisitions and Cataloging Technician 
B.A. in Sociology (2004), Elizabeth City State University 


emer ume Mole ype) 1 2) NS Wh. 08, Seavesenneungeriallssafhe.casssessilhaotheosseresscestuecvesieccascsesanecoagsdvonsins Custodian Technician 
A.A.S in Air Conditioning, Heating, & Refrigeration (201 1), Roanoke-Chowan Community College 


Petey epi (2015) 0 meer PTI, | MEE sc esscacseevenussen Institutional Advancement Support Specialist 
B.S. in Graphics Design (2014), Chowan University 


Peper neg 20 LO) act ndteen (ONO hl veeialculroly, 2aCn an aL aa Network Administrator 
A.A.S. (2008), Information Technology, ECPI 


Meter VE COD (A002) Wok skecesssostecnssenensses Student Support Services Tutor Coordinator/Computer Lab Technician 
A.A.S. in Computer Information Systems (2000), Roanoke-Chowan Community College 


Neel Een sievensOn(201 4)4.8 kL AEE Le Poh scchecdesoodsdeteotes eed sosesss WIA Workforce Specialist, Hertford County 
A.A.S. in Medical Office Technology (2012), Roanoke-Chowan Community College 


RN NN see RO) AY) feos ve ssc det senenlownkecsderecoscstoactisaseat estssaésieadsostrsesunstovsdawssesce WIA Workforce Specialist, Bertie County 


B.S. in Administrative Services (1977), North Carolina A & T State University; 
M.A. in Human Services (2013), Liberty University 


Prepmicite A: Saunders 2012) oo cise, iiacas oe Aue, Pere Wo cen, Pek aacRe:sccecssesnsosienue Ms REE Systems Administrator 
B.S. in Computer Science (2006), Fayetteville State University; 

Certification in Web Management (2009), Fayetteville Technical Community College; 

Certificates in Linux Computer Tech, Hardware & Software, Novell Networking (2012) Fayetteville Tech CC 


Se ect eg ta aang CANS) ere era, cee eye Accounting Technician Accounts Receivable/Sponsorships 
A.A.S, in Microcomputer Systems Technology (1995), Roanoke-Chowan Community College; 
B.S. in Business Administration (2002), Shaw University 


Rbivarion Stricklatidy( 2008) ce. srgisieta tc sae oc amsepe eerste cet eaacres cide con dcet hood vaca yiisk kotor eee Director, Facilities 
Diploma (1969), NC High School — East; 


Certifications in Electrical, Plumbing and Heating; General Contracting License 


BS RGETA OLOSS (OOS) oscnaces dresden vena ssety coaehaceate meet atetmareseetccuases crt aeseeLicgrrer sce: (au acac cor v70d ne pce acer ae IM et irae eee Controller 
B.S. in Accounting (1999), NC Central University 
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Melanie Temple (2015) .....csssscsssssscsssessesseeereneseataqeressisensosotsesssscuonsegsesetensenovendascesnnesossrseasssensenine Director, Distance Learning 
B.A., History, 1992 — University of North Carolina at Chapel Hill 

MSS., MS- Instructional Technology, 2011 — East Carolina University 

Distance Learning and Administration Certificate — East Carolina University 


Juan Vaughan, IT (2009)......sesccessssesssssecesseteceesneesscecnssncesebecssssssscesessessesensenssscacenensanenssees Compliance and Data Coordinator 
B.S. in Chemical Engineering (2006), NC A&T State University 


Wishadda Walton 201 eee ee eee cece ert gsoreeenteteretterecanenntaretererse aan atenet Basic Skills Data Entry Clerk 
A.A.S. in Business Administration (2003), American InterContinental University 


Amy: BOW icwins i 2004 es sccarecscccsenschresereseere tts wteecee ce enerstensenceeeqg coer et ssaegersacrers Director, Enrollment Services/Registrar 
AS. (1994) in Business Administration, 

B.S. in Business Administration (1996), Chowan University; 

A.A. College Transfer (2001), Roanoke-Chowan Community College 


Kelly Wigeitasi( 2012) sta scseeereshsecestr eee seete aise ecstedecnevecsceccereseonsaursestaseecseh eres Secretary, EMS, Fire, and Law Enforcement 
A.A.S. in Office System Technology; Certificate in Accounting 
Certification in Fire/EMS Methodology I & II (2012), Roanoke-Chowan Community College 


Wallace, Winbornes) 2009 errs ceret ares ts csetecastetennersete secs. Accounting Technician Payroll/Accounts Payable 
A.A.S. in Computer Information Technology (2009), Roanoke-Chowan Community College 


224 


Administration, Computer Information (Accounting, Biology, Chemistry, 
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